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PREFACK, 


THe present Volume of Transactions is the second published since 
the incorporation of the Institute in August, 1888, but is numbered 
Volume XI. in continuation of the series published by the old 


Society, The Sanitary Institute of Great Britain. 


It is principally a record of the Congress held at Brighton, and in 
order to place the print of the papers read in the hands of the 
members as soon as possible, the Volume is issued several months 
earlier than usual; this, however, prevents the Annual Report for 
the year 1890 being included, as the Volume had to go to press 


before the meeting was held. 
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SESSIONAL MEETINGS 


For the reading of papers and for discussions upon subjects 
connected with Sanitary Science. 


Some years ago meetings of this kind were held by The Sanitary 
Institute of Great Britain, but latterly their place has been taken by 
General Lectures during the winter and spring. As, however, 
several members expressed a wish for an opportunity of discussions, 
- which were scarcely appropriate after a lecture, the Council decided to 
hold Sessional Meetings, at which discussions could be introduced. 


The following meetings were held :— 
December 11th, 1889, Mr. G. J. Symons, F.z.s., in the chair. 


Paper read by Mr. W. Santo Crimp, on “Sewerage Works and 
Sewage Treatment”; a discussion followed, in which Mr. Rhodes, 
My. Sillar, Mr. Volheim, Dr. Howell Williams, Mr. Penny, and Mr. 
Worth took part. 

February 12th, 1890, Prof. W. H. Corfield, M.A., M.D., in the chair. 

Paper was read on ‘‘ Dwellings for the Labouring Classes,” the 
paper being prepared by Mr. K. D. Young. A discussion followed, 
in which Mr. Robins, Mr. Collins, J. Theodore Dodd, Sir H. 8. 
Cunningham, and other members took part. 

Wednesday, March 12th, 1890, Prof. W. H. Corfield, M.A., M.D., 
in the chair. 7 

Paper was read by Major Lamorock Flower, for Mr. W. Kinninmond 
Burton, on “ The Sanitation of Japan.” A discussion followed, in 
which Dr. Drysdale, Mr. E. J. Poggio, Mr. H. H. Collins, Mr. 
Y. Nakajima, and Mr. T. Nakahashi took part. 


April 23rd, 1890, Sir Robert Rawlinson in the chair. 

The Chairman gave an address on “Sanitary Science,” dealing 
principally with the Sanitation of Barracks and other Public 
Buildings. 

At this meeting the Medals and Certificates awarded at the 
Worcester Exhibition were presented to the successful Exhibitors, — 
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INAUGURAL ADDRESS, 


Delivered August 25th, 1890. 


By SIR THOMAS CRAWFORD, K.C.B., M.D., LL.D. 


PRESIDENT OF THE CONGRESS. 





THe formation of a national Society having for its main object 
the advancement of all subjects bearing upon the public health, 
was a philanthropic conception which found expression in the 
inauguration of the Sanitary Institute of Great Britain in 1876. 
That society has now been amalgamated with a kindred associa- 
tion, founded in honour of the great apostle of practical hygiene, 
the late Professor Parkes. The Sanitary Institute thus 
constituted, has. extended its sphere of usefulness, without 
curtailing in any way the objects for which these allied 
institutions were originally founded. 

One of the chief objects was, and still is, the holding of 
meetings and exhibitions like the present, in such populous and 
influential centres as might be moved, in the interests of the 
public, to offer the Institute facilities for the purpose. 

The first and most pleasing duty devolving upon me as your 
President, is to tender the fou thanks of The Sanitary 
Institute to the Mayor and Corporation of Brighton for their 
hospitable invitation, and for the very liberal provision which 
has been made for the accommodation of every branch of the 
congress, including the Health Exhibition, an educational 
auxiliary which is, in the opinion of the council, of very great 
importance. 

My next words must be couched in terms of regret, for the 
loss of one who has long held a prominent position among the 
officers of the Institute, of which he was an esteemed Vice- 


President. I need hardly say I allude to Sir Edwin Chadwick, 
B 
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whose recent death leaves a blank in the roll of worthies, whom 
philanthropists in general, and sanitarians in particular, delight 
to honour. Robust of frame, resolute of purpose, quick to 
perceive the irresistible logic of facts, and indefatigable in 
collecting such as throw light on the health condition of the 
wage-earning classes in particular, he exercised a powerful 
influence for good over the. social and sanitary legislation of the 
past half century. It was mainly through his action, that Lord 
Lyndhurst was induced to support and carry through Parliament, 
an Act authorizing the establishment of the Registrar General’s 
office, from which has since issued masses of carefully prepared 
vital statistics which are invaluable. We are also largely 
indebted to him for those earlier Royal Commissions, which have 
contributed so materially to improve the sanitary condition of our 
public services. Sir Edwin Chadwick was spared to exceed by 
many years the proverbial three-score years and ten, and to the 
last he retained a freshness and vigour of intellect, as much 
above the average as was his length of days. 

In opening this Congress your President naturally looks to 
the past for guidance in the selection of a subject on which to 
address you; but I regret to say the further I proceeded in my 
investigation the greater became my difficulty. The able and 
exhaustive addresses of the distinguished men who have presided 
over previous Congresses, and the valuable and eminently practi- 
cal suggestions to be found in them, as well as in the numerous 
papers read at the several meetings and recorded in our T'rans- 
actions, have so fully traversed the whole subject of public 
health, that it is not easy. to find anything new and at the same 
time worthy of my audience. The sections on Engineering and 
Architecture, Chemistry, Meteorology, and Geology, may be left 
with great confidence to those who have been selected to preside 
over them. Sanitary Science and Preventive Medicine, the section 
in which I find myself most at home, has been wisely entrusted 
to Dr. George Vivian Poore, from whom it is certain to receive 
ample elucidation. Taking my inspiration from a theologian of 
our own day, who announced his intention of repeating a 
particular discourse till his congregation had not only mastered 
its contents but put its precepts into practice, I shall endeavour 
to lay before you some fragments of a tale that cannot be too 
often repeated: the story of laws violated to the prejudice of 
health, and as swiftly and surely avenged, even to death as a 
penalty. } 

This thought recalls a nation in mourning for a royal prince, 
whose premature death from a disease now well known to be 
altogether preventable, was the text of many heart-stirring 
orations from pulpit and platform at the time, and subsequently. 
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Of these I remember with tolerable clearness two delivered on 
the Sunday following the sad event, by two of the most eloquent 
preachers then in London. ‘The first took for his subject man 
in perfect health, and in the full vigour of his physical 
development. To the mere physiologist, presumably ignorant 
of the teaching of experience, that death is the common -lot of 
all, such a man, so fully endowed with every means and appliance 
necessary for the repair or removal of wasted or damaged 
tissues, needed only the requisite sustenance to live indefinitely. 
Assuming that this physiological view was well founded, the 
preacher went on to ask, “ Why does man die?”” Then, turning 
away from physiology, he pictured to his audience the scene 
in the Garden of Eden, with its tragic ending in Adam’s 
transgression, and so death fell upon all men. 

In the afternoon the second pulpit orator took for his starting 
point a picture of nature in her loveliest aspect and most perfect 
development, and, beginning with the germ, quickened into 
activity by the genial glow of early spring, he described the 
development of the budding plant, the opening leaf, the full- 
blown flower, the ripening fruit, and, finally, the withering 
influences of autumn, and the eventual decay and ultimate 
death of the organism. [Extending his illustration to all nature, 
he pointed out that, within fixed limits as to time, all must die. 
No exceptions. Plants, animals, man himself, the latest and 
most perfect work of God, all must bite the dust. And, having 
pronounced the sure doom of all, the preacher proceeded to draw 
his moral—“ Be ye ready.” 

Without questioning either of these views, or the lessons 
drawn from them by their respective exponents, the scientist, 
who has given careful attention to biology as a science, is 
justified in asking whether they meet adequately the needs of 
man as a whole, morally and physically degraded as in too 
many instances he is by the vicious influences of unwholesome 
surroundings. The clergy of all denominations are indefatigable 
in their endeavours to save men’s souls, and, with that object in 
view, they are zealous at all times in enforcing the due 
observance of the moral law; but it has often occurred to me 
that all this important work would be materially advanced if 
coupled in a larger measure with equally zealous efforts 
for the enforcement of those physical laws, the violations of 
which are, in many instances, the direct cause of the needless 
and wasteful suffering and misery, premature decay, and early 
death entailed by preventable disease. 

The clergy as a body do undoubtedly take an active interest 
in the physical as well as the spiritual condition of the people, — 
but if one may judge from the polluted atmosphere which too 
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often pervades the places set apart for religious assemblies, they 
are not sufficiently equipped with that sanitary knowledge 
which is so essential for those who undertake to guide the 
people in such matters. It is for this reason we hail with 
special satisfaction such sermons as that delivered by the Dean 
of York, on the occasion of our visit to that city in 1886; and 
still later by Canon Creighton, before the Congress at Worcester, 
in 1889. I cannot pass on without quoting two sentences from the 
admirable address of the latter: ‘It is hard,” says the Canon, “for 
those who live with enfeebled frames, amid neglected and filthy 
surroundings, to feel strong aspirations after the beauty, the 
purity, and the truth of a spiritual life.” “The conditions under 
which life is lived—the unwholesome air of the factory, the 
crowded room, the ill-ventilated chamber, all these rob the 
body of its vigour, how must they react on the soul? You 
heard in the epistle this morning of the works of the flesh— 
uncleanness, hatred, variance, drunkenness, revellings; do not 
these things, think you, come very largely from, and are they 
not very largely affected by, the physical conditions with which 
life is lived?” But read for yourselves; the Sermon is pub- 
lished in extenso in Vol. X. of the Transactions of The Sanitary 
Institute just issued. These Sermons and the kindred Address 
recently delivered by His Grace the Archbishop of Canterbury 
before the British Medical Association at Birmingham, make us 
hope that in the near future the clergy will rival the medical 
profession in their pursuit of that knowledge, by means of which 
the suffering and misery entailed upon the people by preventable 
disease can alone be effectually met ; and that, with this end in 
view, they will enroll themselves in large numbers as members 
of The Sanitary Institute. 

The laws which govern the origin and spread of preventable 
disease are not merely physical, as some scientists are apt to 
assume, nor are they merely moral laws, the violation of which 
entails those terrible consequences to which Canon Creighton 
alludes. They are both. There is a moral as well as a physical 
code which must be observed if men are to realize all that 
may reasonably be hoped for in preventive medicine. 

Take for example those more common forms of contagious 
diseases which are spread mainly by human intercourse, and test 
how far individuals observe those precautions which are known 
to be sufficient to protect others, and you will find the results 
most unsatisfactory. Any lady who is accustomed to district 
visiting among the poor, will be able to recount instances of 
mothers of families visiting such cases out of mere idle curiosity, 
a blind appeal to the inevitable, or a boastful trust in God, being 
pleaded in justification, if their conduct is challenged. I do not 
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. think that any possible danger to the individual should stand in 
the way of the performance of an obvious duty, whether 
imposed as a legitimate personal obligation, or springing out of 
a benevolent desire to aid those in distress ; but where so under- 
taken, it is clearly a duty to adopt all needful precautions for 
the ‘protection of others against the spread of contagion. Is 
this always done? Areall classes sufficiently informed not only 
as to the danger, but also as to the best available measures of 
prevention? This is a sphere in which the clergy might 
exercise a vast influence for good, if well informed as to the 
nature of contagia, and the best methods of preventing their 
spread. It is to scientists we must look for this needed informa- 
tion, and recent discoveries in bacteriology and organic chemistry, 
oint to a not distant future in which we may hope for more 
light. Till that clearer light comes, we are, I think, justified in 
maintaining that the violation of the moral law in such matters 
as temperance, chastity, and our duty to our neighbour, stands 
prominently forward as a fruitful source of disease. The 
adulteration of foods and drinks, the pollution of air and water 
by refuse products discharged into both by men in their haste to 
be rich, to the prejudice of all who use them, are sufficiently 
familiar illustrations. 
As we cannot enforce compliance with moral laws, nor secure 
a strict observance of physical laws, even when tolerably clear, 
we must trust largely to amendments in our social laws for a 
remedy in such cases. Our legislators have done much of late 
to amend the laws for the protection of the public health; and 
if the bar and the bench could be induced to add their influence 
in sumplifying procedure, much would be gained. The Arch- 
bishop of Canterbury is reported to have said, in addressing 
the British Medical Association, at Birmingham, lately, that :— 
‘“‘the three great professions occupied the three chief fields of 
practical thought. They were the self-revelation of God to 
man, or religion; the equitable relations of man to man, or 
jurisprudence; and the mystery of the life of man itself, or 
medicine.’ A cynical world, less philosophical than the 
Archbishop, and less charitable to the professions also, is prone 
to regard man as a chattel, the care of which is monopolized by 
the three faculties:—the clergy undertake for his soul; the 
doctors for his body; and the lawyers for his worldly possessions. - 
Of the three the lawyers seem to be the more successful, for 
while wealth increases by leaps and bounds, the moral and 
physical condition of the great mass of the people lags sadly 
behind. Howis this to be remedied? United and well-directed 
efforts on the part of the learned professions in the cause of 
public health will do much to dissipate ignorance, and create a 
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healthy public opinion on the importance of sanitary legislation, 
and the due administration of all laws bearing upon the health 
and physical condition of the people, and more especially of the 
working classes. But more is needed. The people must be up 
and doing. Lessons in personal and domestic hygiene must find 
a place in the curriculum of the elementary schools, before we 
can hope for the realization of all that is practicable in the 
prevention of sickness and the prolongation of life. Mental, 
moral, and physical culture must go hand in hand in the 
training of the children of all classes, if we desire to retain that 
racial supremacy of which we are at present so confident. 

The chief point to which I desire to call attention this evening 
is the wastefulness of ignorance in regard to sanitation in 
general, and domestic hygiene in particular; and the ample 
financial returns which all may realise by grappling vigorously 
with the whole question of disease prevention, the practicability 
of which The Sanitary Institute is yearly endeavouring to bring 
home more clearly to the masses of the people. Of the excellent 
work done in this direction, the development of these annual 
congresses is, perhaps, the most practical. They demonstrate 
the importance of sound sanitary principles in every detail of 
domestic life. The papers read at these meetings, and published 
in the Transactions, and the valuable body of vital statistics 
and health reports compiled from the writings of Dr. Farr, and 
Sir John Simon, and now made easily accessible to the public by 
The Sanitary Institute, are efforts in this direction of which any 
society might be proud. And yet we are still at a loss for reliable 
data on which to base accurate calculations of the suffering and 
loss entailed upon the people by preventable disease. The facts 
as to mortality have been carefully noted, and tabulated with 
great advantage to the public, but the facts regarding sickness, 
apart from mortality, are only approximately. known. It is in 
this direction that the labours of the medical officers of the 
army have proved of value to sanitary science, and it is to the 
results of these labours, as set forth in the reports of the medical 
department, that I now wish to direct your attention. 

Those of you who have studied these volumes are aware that 
it is customary in the army to record every form of illness, 
however casual, which renders the soldier unfit for duty. These 
records are subsequently collated by the medical officers, and 
tabulated for transmission to the War Office. The vast 
ageregates of facts so collected have been carefully compiled 
and published in reports which have been annually presented to 
Parliament since 1859. The facts so recorded are as reliable as 
any statistics of a similar character can be, so long as any 
grounds for differences of opinion in matters of diagnosis 
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remain unsolved. Making a liberal allowance for such doubts, 
the statistics of sickness'in the army form a convenient basis 
for estimating the loss entailed upon the people by preventable 
disease. 

Turning to the report on the health of the Army for 1888, 
just pnblished, I find the average strength at home and abroad 
was 198,851; the admissions into hospital were 193,233 ; deaths 
1,845; discharged as invalids 2,776; constantly non-effective 
from sickness, 10,715. ‘Taking the United Kingdom alone the 
numbers were :—average streneth 101,695; admissions 75,345 ; 
deaths 570; discharged as invalids 1,641; constantly non- 
effective from sickness 4,520. The average sick time to each 
soldier in the army at large during the year was 19°90 days; in 
the army at home 16:27 days. If to this be added the probable 
duration of the non-effectiveness of men invalided, who pass into ° 
civil lite while still unable to earn a livelihood, the average sick 
time would be considerably increased, probably to the extent of 
twenty days per man per annum. Stated in round numbers,’ 
the loss to the army from non-effectiveness through sickness, is 
equal to a force of 10,716 men. Assuming the cost of each 
soldier to be one pound per week, or £52 a year, a very low 
estimate, this loss from sickness amounts to the very considerable 
sum. 0b 26057,232. 

Some 30 years ago, while serving as a regimental surgeon in 
Secunderabad, I attempted an analysis of the disease factors at 
work in producing the sickness then prevalent in the corps 
under my medical charge. The late Professor de Chaumont 
gave a brief resumé of the result, in his Address to the Congress 
at Leicester, in 1885, from which I quote the following 
paragraph :— 

“Taking all the factors together to value 100, those which 
were due to errors beyond the control of the individual, but 
remediable by the authorities, were taken to value, 35 ; personal 
errors under the control of the individual himself, 84; agencies 
undefined and contingencies, 6; peculiarities of climate, 25; so 
that 69 per cent. was regarded as distinctly remediable, and 
only 25 as due to climate.’ Professor de Chaumont adds, “ this 
was a quarter of a century ago, I think that in the present day * 
climate would figure for even a smaller amount.” Although 
the word climate, as used by me in this analysis of disease 
factors included other influences not strictly climatic, but 
equally beyond human control, I see no sufficient reason after 
a further lapse of time, to take exception to Dr. de Chaumont’s 
criticism. On the contrary, I am disposed to concur with him 
in the very definite opinion expressed further on in the Address 
from which I have quoted, that, putting aside the West Coast 
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of Africa and other pestilential spots specially dangerous to life, 
“we may confidently say there is not a spot on the globe where 
men may not be kept in health and vigour by proper attention 
to hygiene.” 

Applying the same principle of classification to men of similar 


ages, and subject to similar influences and disease factors in 


civil life, it is possible to make a tolerably accurate estimate of 
the actual loss in money entailed upon the wage-earning classes 
by preventable disease. True we have no trustworthy record 
of sickness among civilians, nor is it likely that we will ever be 
able to apply the numerical methods, so valuable in the study 
of vital statistics, to such attacks terminating in recovery. 
Something is done in this direction by benefit societies, sick 
clubs, and other labour organizations; and much more might 
be done with advantage by the great companies and large 
employers of labour. The coming International Congress of 
Hygiene and Demography, which includes the study of the life 
conditions of communities from a statistical point of view, will, 
it is hoped, throw much light on this important point. Mean- 
time, and till some such record is available, we must be satisfied 
with such approximation to truth as we may be able to obtain. 
Sir James Paget delivered an address at the Health Exhibition 
in 1884, in which he established, on reasonably conclusive 
evidence, that the loss from sickness, between the ages of 15 and 
65, in England and Wales, amounted to about 20,000,000 weeks’ 
work in the year, or about one-fortieth part of the work done in 
the year by the whole population between these ages. Rather 
more than half this loss falls upon those whom the Registrar- 
General describes as the domestic, agricultural, and industrial 
classes. Valuing these lost services as equal, on an average, to 
one pound per individual per week, the amount at which the 
soldier’s services have been valued, the loss to the annual wealth 
of the country from sickness among these classes alone amounts 
to £11,000,000 sterling. Of the other classes who lose the 
remaining 9,000,000 weeks’ work, it would be hard, Sir James 
adds, to make a guess in any known coin; for these include our 
great merchants, judges, lawyers, clergy, medical men, statesmen, 
legislators, poets, writers, musicians, painters, philosophers, and 
princes, who certainly do more for the wealth and welfare of 
the country than can be told in money. These estimates do not 
include the still greater loss inflicted upon the people by the 
premature death of our most industrious bread-winners, at an 
age, too, when they are most productive; nor do they touch the 
cost of subsistence and nursing, and other sources of expenditure 
which spring out of sickness; or the sorrow and suffering of the 
widow and orphan left desolate by such bereavements. Sir 
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Edwin Chadwick considered Sir James Paget’s estimate of loss 
too low by many millions, and that the burden of taxation, 
arising from this cause, is three times greater than the poor 
rate. “In London this burden, from preventable disease, was 
£700,000 a year at a very moderate estimate.” 

I pass over the burdens entailed on the productive classes, 
by the vast numbers of halt, blind, imbecile, epileptic, and 
insane—waste products in too many instances of inconsiderate 
marriages, and the evil effects of depraved moral and physical 
surroundings to which they have been exposed during infancy 
and youth. This is undoubtedly great, and much of it is 
obviously attributable to violation of those moral, physical, and 
social laws, which should govern the rearing of the young. 

Here then is a mine of national wealth, or I should perhaps 
more appropriately describe it as a river of national waste of 
almost incalculable value, and in which every member of the 
community has a direct personal interest, daily and nightly 
passing our very doors, which a united and intelligent effort 
ought to be able to stem. 

There is one other aspect of the condition of the people upon 
which the Reports of the Army Medical Department throw 
considerable light. Turning again to the Report for 1888, we 
find on pages 32 to 41 a careful analysis of the recruiting 
statistics for the year. From this it appears that 49,172 men 
offered themselves for enlistment, of whom 23,571, or nearly 
one half, were rejected. Bearing in mind that the ages within 
which recruits are enlisted range from 18 to 26, and that all 
those who are suffering from obviously disqualifying disabilities 
are refused by the recruiters and do not therefore come before 
the Examining Medical Officer, these figures are sufficiently 
startling. In order that the significance of rejection may be 
more clearly understood, it is desirable to recapitulate briefly the 
minima as to standard. These are, height 5ft. 4ins., chest 
girth 33 ins., weight 115 lbs., with a power of relaxation of all 
three in favour of likely lads who are still growing. Making 
liberal allowance for rejections on account of age and other 
causes not necessarily implying defective development, or 
unsoundness of constitution, these figures indicate grave defects, 
if not something worse, in the genesis and rearing of the lower 
orders of the people from whom the recruits are drawn. Much 
is no doubt attributable to moral influences not usually included 
within the purview of the sanitarian, but much is also due to 
unwholesome physical surroundings which call loudly for 
amelioration. 

The limits of an address on such an occasion as the present 
do not admit of more than a passing allusion to the methods by 
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which this amelioration is to be secured. Nor can I venture 
upon an examination of the etiology of preventable diseases, 
although without clear knowledge on this point sanitary progress 
must be seriously retarded. The subject is too important, 
however, to be passed over in silence. Take, for example, the 
eeealicd infectious diseases, the immediate causes of which have 
long been held to be entities endowed. with vital properties—a 
contagium vivum, as maintained by Hufeland. To Henle we are 
indebted for the earliest clearly-expressed views regarding the 
relationship of micro-organisms to these diseases. The micro- 
organisms which have as yet been recognised as existing agents 
of fermentation and putrefaction, or of disease, belong almost 
entirely to the lower fungi. Their agency in causing and 
spreading disease is, Flitigge points out, limited, in some cases, 
by the fact that the multiplication of infective material takes 
place only under given conditions, and requires the active inter- 
vention of the individual, in whose person the contagion is so 
multiplied, to transmit it to others. There are, however, contagia 
which retain their vitality in the surroundings of the sick, after 
they are given off from the body, and are therefore capable of 
transmission, not only by direct contact, but by other trans- 
porting agencies, although the multiplication of the infecting 
material takes place only in the body of the sick. These are 
classed as obligatory parasites, and include such diseases as 
small-pox, measles, scarlatina, tuberculosis, landers, diphtheria, 
and many of the infective diseases of wounds. 

“But there are also contagious infective agents which can 
lead a saprophytic existence on the dead materials in our 
surroundings, and must therefore be classified as facultative 
parasites. In this case there ‘is a multiplication of the sources 
of infection outside the body of the patient, and this may go on 
to such an extent in our surroundings, that there are, in fact, 
more chances of infection by infective agents produced outside 
the body, than by direct or indirect transmission by indifferent 
objects of the infective agents given off from the patients.” 
(Fliigge.) To this group belong the bacillus of typhoid fever, 
cholera, and anthrax; but the distinction between this and the 
previous class is not of such great importance as is the fact 
that both classes possess considerable resisting power, and are 
dangerous in proportion to the duration of their survival. 

There is still another class of infective agents presumably 
located in our surroundings, which, finding access into healthy 
individuals, multiply there and cause disease, although such 
disease is of a non-contagious character. The most important 
representatives of this group are the infective agents of malaria. 

Without following further the very interesting researches of 
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Fliigge and others into the nature and habits of these disease- 
producing organisms, or noticing the views of Pettenkofer that 
such organisms, as they pass from the sick, are not capable of 
causing disease till they have first acquired infective properties 
in a suitable soil, I pass on to notice briefly two other points of 
great importance, viz., the surrounding conditions to which 
allusion has been frequently made, and the no less important 
question of predisposition, which makes a man a prey to such 
organisms. | 

Bearing in mind the saprophagous character of some at least 
of these organisms, there is presumptive evidence in favour of 
the views held by some, that after all these microbes are in the 
main scavengers, and that it is only when the healthy human 
frame has been in some way weakened that they are able to 
find a lodgment init. But however this may be, it is obvious 
that the removal and destruction of all decaying organic matter 
is clearly indicated. Starve the microbe and save the man. In 
one particular this important principle is too often neglected : 
I allude to the present system of dealing with house refuse, 
which is in many instances a convenient and attractive nidus 
for such organisms, and an effective vehicle for their spread. 
Dr. Louis Parkes has dealt so admirably with this subject in 
his excellent manual—“ Hygiene and Public Health,” the 
second edition of which has just been issued, that I cannot do 
better than refer you to it for further particulars. Dr. Parkes 
truly says, “ The best method of getting rid of dust-bin refuse 
is to burn it,” and he gives a description of a destructor furnace 
which seems to be well suited for the purpose. The Jews, 
more advanced in sanitary precautions than most nations, were 
well aware of the purifying power of fire. Would that we too 
had a gehenna in every locality in which people are permitted 
to shoot rubbish! There would be fewer complaints regarding 
the foulness of the sub-soil, or the made ground on which the 
modern jerry builder is permitted to erect his speculative blocks 
of artisans’ dwellings. 

Similar observations apply with equal force to the laundry 
system of this country. In too many instances foul linen and 
other articles of wearing apparel, &c., are handed over to a 
laundress ill equipped for dealing with such articles, even when 
not laden with the germs of contagious diseases, but when so 
tainted, how inadequate is the provision for the purpose? This 
industry offers a promising field for the judicious investment of 
capital, with the certainty of good returns, to those who may be 
induced to embark in a well considered scheme. 

While I write, the press is loud in its complaints regarding 
the state of the kitchens of many of our places of public resort 
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and entertainment, to which might probably be added other 
places in which human food and drink are prepared. It is 
especially to be desired that all such places should be subject to | 
periodical inspection, and official supervision by competent 
persons of probity and position, beyond the range of temptation. 
to overlook abuses. 

But of all the causes which contribute to the origin and spread 
of preventable disease, overcrowding is perhaps the most 
important. This evil is met with in its most mischievous forms 
in large centres of human industry, where, for want of space, 
buildings are crowded together, and carried up to undue 
elevations; and where the prospects of employment at high 
wages attract numbers of the working classes greatly in excess 
of the available accommodation. Nothing short of prohibitive 
legislation will check this. ‘Every human habitation, whatever 
its height, should have open spaces in front and rear, commensu- 
rate with such elevation, so as to secure a free and adequate 
supply of both air and light to every part of the building; and 
the number of persons inhabiting such dwellings, or congr evating 
in places of public assembly, should also be limited to that for 
which its aerial capacity is pronounced by competent authority 
to be adequate. 

Another indispensable requisite is a full and continuous 
supply of fresh potable water of good quality. Unfortunately 
the rapid and progressive increase of population in our large 
towns, and the wasteful prodigality of past generations in the 
matter of water conservancy, have surrounded this question, of 
a full, free, and wholesome water supply, with many difficulties. — 
Still these are not insuperable, and till they are overcome we 
must not rest, or admit that we are satisfied. Our sanitary 
engineers and medical officers of health are thoroughly alive to 
the urgency of our needs in this direction, and we have 
confidence in their ability and readiness to do all that is necessary 
as soon as they are clothed with the requisite powers, and 
provided with the means. For the first we must look to the 
legislature, for the second to the liberality of the nation. 

Pure air and water, the direct light of the sun and absolute 
cleanliness, with ample space in and around our dwellings, are 
the best safeguards against the invasions of disease producing 
micro-organisms. 

Of predisposition to disease and heredae time will not permit 
me to say more than this:—that just in proportion to the 
perfection of physical development, and the normal adjustment 
of all the functions of the individual, will be his freedom from 
disease, provided his surroundings be all that is desirable in a 
hygienic point of view. Assuming a healthy parentage in a 


SIR THOMAS CRAWFORD. 29 


climate like England, a healthy happy home, with regular 
mental and physical traming under wholesome moral influences, 
and a fair provision of the necessary food and clothing, would 
secure to every member of the community a physical development 
proof against such disease-producing agencies as we have been 
describing. The healthy homes and suitable sanitary surround- 
ings are not at present available for the masses, and but partially 
so for the classes. It is no doubt difficult to secure, at all times, 
a reasonably pure atmosphere in a house, the apartments of 
which are fully and constantly occupied, or in places of assembly 
hable to marked fluctuation in the number of occupants, and 
in the duration of occupation. Still it is important this should 
be done, and that other equally essential sanitary arrangements 
including a continuous wholesome water supply, should be 
secured, and to this end The Sanitary Institute is endeavouring 
to point the way. Butit requires aid and encouragement, and IL 
know no more hopeful source to look to for both, than the ladies. 
They have won their way, in the face of some discouragement, 
into the ranks of the most humane of all professions. I hope 
they will soon be found, in still larger numbers, among those 
whose ambition it is not only to cure but also to prevent 
disease. 

But what evidence have we to show that sanitation has done, 
or can do, anything commensurate with its cost, to lessen 
sickness and to lower the death rate? And assuming the 
existence of such evidence, what are the benefits conferred upon 
the people at large by prolonging lives, whether young or old, 
whose enfeebled frames preclude the hope of much productive 
usefulness or gain to the community by such extension ? 

Turning again to the reports on the health of the army, we 
find that the rate of mortality among the Kuropean troops 
stationed in India during the half century prior to the date of 
the Report of the Royal Commission, was, in round numbers, 
60 per 1,000; and in the army at home, about 17 per 1,000. 
Since then, thanks to the wiser policy pursued both in India 
and at home, the death rate in the army has been a steadily 
decreasing quantity. According to the report for 1888, from 
which I have already quoted, the death rate in all India was 
15:20 per 1,000, and at home 5°52 per 1,000. I am not 
able to refer to the statistics of sickness among. the troops 
serving in India prior to 1859, but were these accessible, I 
have no doubt they would shew a corresponding diminution 
of the non-effective rate from sickness. In this instance 
there can be no question as to the great advantage, even 
in a pecuniary point of view, of the decreasing sick and 
death rates, because the individuals concerned are all of the 
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most productive ages; and, also, because the expense entailed 
on the State in replacing them, more particularly in India, is 
very large. And yet the health of the army is not as satis- 
factory as it should be, nor are the barracks in anything like 
a reasonably satisfactory sanitary condition. Thanks to the 
liberality of the House of Commons and the determination of 
the Secretary of State for War to do all that is possible to remedy 
known defects, we may hope that the £4,000,000, just voted for 
barrack construction and improvement, will remove all cause of 
complaint on this score. In civil life, too, we see satisfactory . 
results following sanitary improvements. Take an illustration 
from London in which such works are progressive, although 
still far from complete. In the quarter ending June last, the 
death rate was 17°3 per 1,000, of which 2°5 only was from 
zymotic disease. :'Ten years ago the death rate was 19-0, and 
twenty years ago it was 22:0 per 1,000. This shows steady 
progress, and is in happy contrast to similar conditions prior to 
the completion of the main-drainage scheme. In Brighton the 
death rate is still lower, being only 15:5 per 1,000. ‘This is, 
with two exceptions, the lowest death rate of any large town 
in England. Still there is room for improvement, even in 
srighton ; and with the improved Jaws now on the eve of 
passing the legislature, there is a fair prospect of seeing 
the mortality reduced to 10:0 per 1,000 before the lapse of 
another decade. | 

The prolongation of the lives of the old and enfeebled, as 
well as of the young, is so intimately blended with the larger 
question of disease-prevention that it is hardly necessary to 
pursue it further. But were it otherwise it would not be 
difficult to show that, as a matter of ethics, we have no choice. 
The saving of life is an obvious duty, the neglect of which 
must, I fear, be regarded as an equally obvious crime. As Farr 
says, “ The family, the clan, the town, the tribe, the nation, all 
acknowledge even now the claims of children, of the sick, of 
the wounded, of the infirm, to help in times of trouble. Few 
men refuse to bind up the wounds of their fellow men.” 

A word in conclusion regarding these Congress meetings. It 
is our hope that each meeting will leave behind it an active 
organisation which will carry on the good work in harmony 
with the parent society. The Sanitary Institute has had diffi- 
culties to contend with, and its friends have been frequently 
called upon to find the means needed to carry on its philanthropic 
work. Even now its museum is in urgent need of further 
development to make it what we desire to see it—a faithful 
record of progressive advancement in sanitary engineering to 
which not only the profession, but the public also, can resort 
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when in need of reliable means of solving sanitary doubts 
regarding their own domestic arrangements. Brighton is 
already so favoured in a hygienic point of view, that a Branch 
Institute established here would be in the van of sanitary 
progress. Should such a branch be organised, let me suggest 
for your motto a word which means more than even the favourite 
phrase of Sir Edwin Chadwick, “ Wash and be clean,” it is the 
single, but much-embracing word, 


“ PURITY.” 
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By GEORGE VIVIAN POORE, M.D., F.R.C.P., 


Physician to University College Hospital ; Professor of Clinical Medicine 
and Medical Jurisprudence, University College, London. 


PRESIDENT OF THE SECTION. 


“ The Living Earth.” 
GENTLEMEN, 


Tam very conscious of the great honour done to me by the 
Council of The Sanitary Institute, in asking me to preside over 
the important Section of Preventive Medicine at this Congress 
held in the chief health-resort of the United Kingdom. 

When the Council asked me to preside, they were doubtless 
well aware that I held no official position as a guardian of the 
public health, and have never held such position; and that con- 
sequently I cannot lay before this Section any experiences in 
connection with sanitary administration, unless it be the 
experiences which we all have as citizens and ratepayers. 

My only chance of interesting you seemed to lie in the choice 
of some subject capable of very wide application, the discussion 
of some scientific principle, which all sanitarians must study. 

Sanitation in large cities is, at the best, a makeshift, and no 
high level of health is attainable, i iene place where the chief 
object of hygienists seems to be to enable persons to live as 
densely packed as possible. 

This prelude is necessary, because the remarks which I am 
about to make are addressed mainly to persons who live in the 
country, and who enjoy the luxury of elbow-room, and I trust 
that what I am about to say, will make them hesitate before 
they hastily copy the sanitary methods of the Town, and heed- 
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lessly begin to foster overcrowding, the bane of all sanitary 
and social virtue. 

I say that my remarks are addressed to dwellers in the 
country, because I have taken for my subject the “ Living 
Earth,” a subject which those who live on paving stones, tarred 
blocks, asphalte, or macadam, have to take upon trust. 

The « Living Earth”! Some of you may ask what I mean 
by this, and whether I intend to apply the epithet ‘living’ to 
the dark colored inert mould which the countr yman sees in the 
fields and gardens, and the Town dweller finds in the flowerpot 
which holds his strugeling geranium ? 

My reply is, “certainly.” We have arrived of late years at a 
certain knowledge of the fact, that the mould which forms the 
upper stratum of the ground on which we live, is teeming with 
life, and as this fact seems to me to be one of prime importance 
to sanitarians, I propose to bring some points.in connection 
therewith before you this morning. 

It has long been recognised by agriculturists, that the upper 
stratum of the soil differs from that immediately below it in 
fertility ; and in treatises on gardening (notably in that admir- 
able work written by William Cobbett, nearly 70 years since) 
the warning is invariably given to be careful in trenching, not 
to bury the top spit of soil beneath the lower spit, because 
the top spit is by far the most fertile. The fertility in this case 
was supposed to be due to prolonged exposure to air, and the 
lower stratum of soil if brought to the surface, would only 
become fertile after a considerable interval. It is interesting to 
observe, that although these early writers were unacquainted 
with the whole truth, they had grasped the most important fact, 
and their practice was sound. ‘This is often the case, and I feel | 
sure that we act rashly when we hastily abandon the custom of 
centuries, because some new fact dazzles us, and distorts our 
vision. 

In connection with William Cobbett, I will draw attention to 
a term which he uses, more than once in the work referred to, 
viz., the Fermentation of the soil. I have not found this 
expression employed by any other writer, but I have made no 
special search, and my knowledge of Agricultural Authors is 
limited. Cobbett tells us that the earth begins to ferment in 
the spring, and that before sowing, a thorough tilling and mix- 
ing of the upper strata of the soil is very necessary, with a view 
not only to the disintegration of the soil, but to a thorough 
leavening of the whole mass with fer mentible matter. ‘There is 
no doubt that this term “ Fermentation” as applied to the soil is 
perfectly apt, as we shall find further on. 

The black vegetable mould which lies upon the surface of the 
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earth, is largely composed of organic matter, which is not to be 
wondered at, seeing that every organised thing whether animal 
or vegetable which inhabits this globe, falls, when dead, upon 
the earth, and becomes incorporated with it. 

This black vegetable mould is largely composed of excrement, 
for not only is the excrement of the larger. animals being 
- constantly added to it, but this and the varied organic debris 
which compose it, pass repeatedly, probably, through the bodies of 
animals which inhabit the ear th, and especially of earthworms. 
Darwin in his book on Vegetable Mould and Earthworms, has 
forcibly drawn attention to “the enormous amount of work which 
worms perform in the aggregate. How they disintegrate the 
soil. How they riddle it with burrows, which admit air to the 
deeper recesses of the soil. How their castings which are in- 
cessantly being thrown off, tend to level inequalities, and 
gradually to bury stones or whatever dead inorganic matter is 
incapable of solution, digestion, or disintegration. Karthworms 
are found almost everywhere, and they are probably the most 
important of the animals which live in the soil, but I need 
scarcely say that there are many others, and everyone who has 
a garden must recognise the fact, that gardening is only carried 
-out at an enormous sacrifice of animal life, for with every thrust 
of the spade into rich garden mould, a death blow is dealt to 
many of its inhabitants. 

The disintegration and aeration of the soil, which is effected 
by the quiet tillage of the earth-dwellers, is of the greatest — 
importance to the acriculturist, for it is hardly conceivable that 
the delicate rootlets of plants could grow and extend, unless the 
soil had been softened and pounded by the digestive fluids and 
the gizzards of the earthworms and their neighbours. 

Seeing, therefore, that agricultural mould has all passed 
through the bodies of worms, and much of it through the bodies 
of other animals antecedently, we shall not be wrong in insisting 
that this so-called vegetable mould is mainly an animal excrement. 
The peculiar, sticky, glutinous quality of rich mould when 
moistened, is probably in part due to this fact. 

Although the amount of Animal life in the earth is consider- 
able, it is as nothing compared with the richness of the soil in 
the lower forms of Vegetable life. The dead and excremental 
matter becomes the food of Saprophytic fungi, which abound in 
the soil to a very great extent. This must be the case, for we 
know that Saprophytes and their allies abound everywhere, and 
as the surface of the earth is the common reservoir of all forms 
of life, it follows that these low vegetable microbes must be 
more abundant in the earth than elsewhere, and more abundant 
at the surface than deeper down. In Watson Cheyne’s editions 
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of Fliigge’s work on micro-organisms (New Sydenham Society, 
1890), this is very clearly stated: ‘Enormous numbers of 
bacteria have always been found in the soil, by the most 
various observers. Infusions made from manured field and 
garden earth, even though diluted 100 times, still contain 
thousands of bacteria in every drop, and the ordinary soil of 
streets and courts, also shows the presence of large numbers. 
Bacilli are present in much the largest numbers; but in the 
most superficial layers, and in moist ground there are also 
numerous forms of micro-cocci.” 

These micro-organisms of the soil are very active in producing 
changes in organic matter added to the soil. ‘These changes are 
usually in the direction of oxidation, occasionally the change is 
one of reduction. One thing is certain, that if the soil be 
sterilised by heat or other means, it is no longer capable of pro- 
ducing any chemical change in organic matter. This seems to 
me to be a fact of prime importance to the sanitarian. The 
oxidation and nitrification of organic matter in the soil is a 
biological question, pure and simple. It is an effect produced 
by the living earth; a process analogous to fermentation, which 
Cobbett seems to have appreciated. | | 

Whether the nitrifying process which takes place in the soil, 
is due to one or to many varieties of microbe, is doubtful, but the 
latter supposition is probably correct, and experiments seem 
rather to point to the conclusion, that, given favorable con- 
ditions—the free admission of air to a soil which is not unduly 
moistened—nitrification will go on. Many attempts have been 
made to isolate a nitrifying organism, and one of the latest, by 
Professor Perey Frankland and Grace Frankland, the results of 
which were communicated to the Royal Society, in February 
1890, appears to have been successful, for these observers isolated 
a “ Bacillo-Coccus,” the power of which in producing nitrifica- 
tion appears to be most remarkable. Whether this bacillo-coccus 
is one of many having similar power, or whether it stands alone 
is not known, but in any case we must regard it for the present 
as the “ Nitrate King” among microbes. | 

It has been asserted that fungi of a higher class, mould fungi, 
are also active in producing the disintegration and oxidation 
of organic matter in the soil. It is possible, however, that 
the Bacillus mycoides, which forms threads closely resembling 
mycelium, has been mistaken for mould fungus. This bacillus 
mycoides is one of those which is constantly present, we are 
told, in garden soil. : 

It has been conclusively shown by: Fliigge, Koch, and others, 
that the microbes are most abundant in the superficial layers of 
the soil, and that they tend to disappear in the deeper layers. 
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They are practically absent in the deeper layers, unless the earth 
has been deeply stirred or trenched, or unless sewer or cesspool 
has conducted filth to the deeper layers without touching the 
superficial ones. 

‘¢ Numerous filtration experiments on a large and small scale, 
have shown most distinctly that a layer of earth 4 to 1 metre 
in thickness, is an excellent filter for bacteria, and hence the 
purification of fluids from bacteria must be still more complete 
in cultivated, and especially in clay soil, and where the fluid 
moves with extreme slowness. Further, it has been repeatedly 
shown, that wells which are well protected against contamina- 
tion with bacteria, from the surface and from the sides of the 
well, furnish a water almost entirely free from bacteria; that, 
further, wells of water containing bacteria become the purer 
the more water is pumped out, and the more ground water 
comes in from the deeper layers of the soil.” 

The vegetable living mould on the surface of the earth is in 
short a filter of the most perfect kind. It is very rich in 
saprophytic bacteria, whereas the subsoil at a depth varying 
from 3 to 6 feet is barren of bacteria, as well as of other kinds 
of life. The subsoil is mineral, inorganic, and dead; the mould 
upon the surface is organic, and teems with life. 

_ Anything which is thrown upon the surface of the ground 
soon disappears. 

This is especially the case with water. The absorbing power 
of soil for water, varies according to its mineral constitution. 
Loose sand and chalk absorb water very readily, and clay less 
readily, but the absorbing power of vegetable mould, or humus as 
it has been called, is infinitely greater. Humus is said to be able 
to absorb from 40 to 60 per cent. of water, and to hold it very 
tenaciously. This is from two to three times as much as the 
most porous dead mineral soil is capable of absorbing. We all 
know that in times of heavy rain, it is infinitely rarely that we 
see water lying in pools on the surface of cultivated soil, whereas 
it soon collects on roadways and paths, which are made of dead 
mineral matter. The tenacity with which mould retains water, 
is due to the fact that the water is absorbed into the interior of 
millions of vegetable cells, and is not merely held by capillary 
attraction in the interstices between small mineral particles. It 
is the swelling of individual cells which forms so effectual a 
barrier to the passage of bacteria. 

Not only water, but everything else when thrown upon the 
soil, disappears sooner or later. Such things as pieces of wood, 
or leather, about the toughest of organic materials, become 
softened and permeated by fungoid growth, and finally crumble 
away. In some parts of the country, rags of all kinds are 
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largely used for manure. Through the autumn and winter these 
may be seen lying on the surface, but when in spring the tilling 
of the land goes forward, and the fermentation of the soil com- 
mences, the coarsest of these rags disappear. If wood, leather, 
and rags disappear, leaves and animal excrement disappear as we 
all know far more readily. The disintegration is forwarded by 
birds, insects, worms, and their allies, and what was the excrement 
of a large animal, becomes as it were, the excrement of many 
small ones, until finally by the action of saprophytic fungi, these 
organic matters become fertile “ humus,’ which is the only 
permanent source of wealth in any country, the source whence 
we derive all the materials for our food and clothing. 

The question whether among the bacteria which are found in 
the soil, some may not be hurtful to mankind, is a question 
of oreat interest and importance. If disease-causing organisms, 
find their way into the soil, may they not multiply or at least 
continue to live, and then prove a danger to health? There 
can be no doubt that pathogenic organisms do exist in the 
soil, but their power for harm would seem to be practically very 
small indeed; and to regard the soil as dangerous because some 
pathogenic organisms may lurk in it, would be about as rational | 
as it would be to condemn vegetable food because of the occa- 
sional dangers of hemlock, aconite, or the deadly nightshade. 
It is well known that if soil be inoculated into some of the lower 
animals, such as guinea pigs, fatal results will follow from 
malignant oedema and tetanus; and it is also well known that 
earth, and especially street-mud, if ground into wounds in the 
human subject, may cause malignant cedema, and the death of 
the victim. It is equally well known that the workers of the 
soil, agricultural labourers and gardener s, are amongst the 
healthiest classes of the community, and that they are not 
credited with any diseases which are special to their calling. 
It seems to be a fact that the great doctrine of “ the survival 
of the fittest” holds good for microbes in the soil, as for all other 
organised things everywhere; and that organisms which flourish 
in the human body, languish and cease to multiply in the soil, 
where the conditions are unsuited for their multiplication or 
even for their survival. They get overgrown by saprophytic 
microbes, and even if they do not die the risk of their finding 
their way into the ground water is practically nil, for we have 
seen that humus is the best of filters. 

The life-history of at least one microbe, which undoubtedly 
flourishes in the human intestine, has been very carefully 
studied by many observers, and it may profitably occupy our 
attention for a time. This is the so-called spirillum of Asiatic 
cholera, the comma bacillus of Koch, of which we heard so 
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much during the last epidemic of cholera in Europe. Whether 
or no this microbe be the cause of cholera, must yet be con- 
sidered an open question. I bring the subject before you merely 
as the life-history of a microbe which undoubtedly flourishes in 
the human intestine, and has not been found except in associa- 
tion with a deadly disease. ‘This microbe, which has been met 
with exclusively in the dejecta of cholera patients, is easily 
cultivated on gelatine or potatoes, in neutralised meat infusion, 
on blood serum, and in milk, its growth being unaccompanied by 
any disagreeable odour. (Growth ceases when the infusions 
become very dilute, and in water growth only takes place at the 
margin where there is an accumulation of nutrient material. 
Growth is able to take place with a very limited supply of 
oxygen, and it is most active when the temperature is high— 
30° to 40° CO. Koch has made the very interesting observation 
that comma bacilli die very rapidly when dried, a cultivation 
if spread out upon glass and exposed to the ordinary tempera- 
ture is dead and incapable of further multiplication in a very 
few hours. Hence it is inferred that no living comma bacillus 
can exist in dust, and that the transport of living comma bacilli 
through the air is impossible. 

‘Another factor very unfavourable to the growth of comma 
‘bacilli is the presence of saprophytes in large quantities; under 
these circumstances they are overpowered, and die out. “If the 
saprophytes are in excess in the first instance, or if the sum 
total of the conditions of life are not very favourable to the 
comma bacilli, the latter do not multiply at all, but the 
saprophytic bacteria lead rapidly to the death of the comma 
bacilli present either by using up the nutrient material or by 
producing poisonous products” (Fltigge). If, however, the 
bacilli be kept moist in the absence of saprophytes, they may be 
kept alive for months. Low temperature (freezing) does not 
kill them but merely suspends their vitality; temperature over 
60° C soon kills them. 

If the bacilli find their way into pure running water, or wells 
of “pure” water, it is probable that multiplication never occurs. 
In the case of stagnant water, however, in the bilge water of 
ships, in the water in harbours, which is often extremely dirty, 
it is probable that the comma bacilli may retain their vitality 
for a much longer time; and in the case of a tank in India, 
‘‘where the small acntoutit of water was not only employed for 
bathing, drinking, and cooking, but also for washing the linen 
and for the reception of the contents of the water-closets, Coch 
was able to demonstrate such a large number of comma erelln 
that it seemed likely they had multiplied to a great extent in 
the tank, and that their presence was in all probability the 
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source of infection of a number of cases of cholera which 
occurred at a later period among those persons who lived in the 
neighbourhood” (Fliigge). 

Supposing comma bacilli to exist in dejecta, what is the best 
way to stop their multiplication and accidental passage into 
drinking water? Clearly to dry them and place them with 
other saprophytes. If they be buried in the upper layer of 
vegetable mould the sun will dry them; or even if it be raining 
the living filter will stop their passage downwards. The growth 
of saprophytes will kill them; and if the ground be cultivated, 
the comma bacilli will be destroyed and nitrified, and pass 
upwards into the crop and not downwards into the wells. 
If, on the other hand, the dejecta be mixed with water and 
be taken in an impermeable pipe through the living humus of 
the surface, to the dead mineral subsoil where the sun does not 
reach to dry them, and where saprophytes to eat them up exist 
not, the danger of their finding their way through interstices 
and crevices into drinking water, appears to me to be very great 
indeed. | 

That the under strata of the soil are a very inefficient barrier 
against filth contamination has been demonstrated in all our 
large towns, and especially in London. In that city the lower 
rooms of the houses are almost universally below the level of 
the street, and the house drains leave the house at the lowest 
point to reach the sewer at a lower level still. As underground 
drains, however well laid, are sure to leak in time; their con- 
tents escape, and water continually escaping at one point is sure 
to work:a channel for itself, and take its natural course to the 
nearest stream or well. Still more is this sure to happen if the 
house drain leads to a cesspool, a contrivance which necessity 
invented as soon as we had water under pressure, and began to 
use it as our only scavenger. 

In London, a city renowned for its innumerable wells, we 
have had to close every one of them, and as the excessive 
dirtiness of the air makes rain-water not available for domestic 
purposes, we have become absolutely dependant upon the water 
companies, and it is only quite recently that the public has 
become alive to the fact that the causes which poisoned the 
_ surface wells, are equally poisoning the ‘Thames and the Lea, 
and the other sources of London water. No thinking being can 
feel easy about the London water supply, and it is to be hoped 
that some day the public mind will be roused to an appreciation 
of the fact that if we want pure water we must make some 
serious attempt not to foul our wells and streams. 

I am convinced that in our sanitary arrangements we have 
not sufficiently distinguished between the living mould of the 
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surface, and the dead earth of the subsoil. The living mould is 
our only efficient scavenger, which thrives and grows fat upon 
every kind of organic refuse; our only efficient filter, a filter 
which swells and offers an impassable barrier to infective 
particles, a filter which affords a sure protection to our surface 
wells. When we perforate the living humus with a pipe and 
take our dirty water to the subsoil, we, as it were, prick a hole 
in our filter, and every chemist knows what that means, 

In order to keep the soil healthy, to keep up its appetite for 
dirt and its power of digestion the only thing necessary is 
tillage. Well-cultivated soil, which is compelled to produce 
good crops, has never yet been convicted of causing any danger 
to health.* 

Sanitation is purely an agricultural question, and in the 
country, where every cottage has, or should have, its patch of 
garden, there ought to be no difficulty in the daily removal of 
refuse from ‘the house, and in applying it to agricultural pur- 
poses, without any risk of contaminating the water supply. 
Given the patch of garden, the only thing necessary to bring 
about this, the only complete form of sanitation, is the will to 
do. it—the will, that is, to do a profit to one’s self, without the 
possibility of damaging one’s neighbour. This, unfortunately, 
is rarely forthcoming, in spite of the Christian Religion and the 


* As to the power of earth upon organic fluids I have recently been making, 
with the able assistance of Mr. Wells, a few simple experiments, which seem 
to me to be very striking, and worth recording, as showing the effect pro- 
duced upon urine by slow filtration through earth. Small quantities of urine 
(averaging half a pint) were added day by day to earth contained in a conical 
metal vessel, resembling in size and shape the ordinary “jelly bag” which is 
used in domestic kitchens, and having a perforation at the apex. The 
experiment was commenced on June 26th, and on July 10th, when 119 ozs. 
of urine had been added and the earth had become saturated, our filter began 
to yield us a filtrate, which differed in a very marked degree from thie urine 
put into the filter. The results obtained may be summarized as follows:—A 
total of 200 ozs. of urine was added to the filter, and the total filtrate 
amounted to 73 ozs. Thus, 127 ozs. either remained in the filter, or was lost 
by evaporation; and as the experiment was conducted indoors in July, and 
lasted from June 26th to July 22nd, or exactly 26 days, the loss by evapora- 
tion must have been considerable. The average specific gravity of the urine 
used was 1021°4, whereas the specific gravity of the filtrate was always 1011, 
except upon one occasion, when it was 1012, 

The total solids of the urine averaged 4:44 %, of which 3°45 was organic and 
‘99 inorganic; while the total solids of the filtrate averaged 1°78 %, of which 
1:069 was organic and °710 inorganic. 

The urea in the urine averaged 2°32 %, and in the filtrate °35%. The 
chlorides in the urine averaged ‘666 %, and in the filtrate ‘409%, The surface 
of the filter smelt from the first strongly ammoniacal, but the filtrate, 
although of a deep colour, was free from odour, and could be evaporated to 
dryness without offensive smell. The filtrate had no tendency to putrefy, 
es did a drop of it, when added to sterilized urine in a tube, set up putre- 

action. 
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Education Act, and we go on, even in country places, polluting 
our streams and wells, with our minds agitated, as well they 
may be, as to when our water will become too poisonous to 
drink, and where we shall turn for a pure supply in the future. 

Sanitation is a purely agricultural and biological question. 
It is not an engineering question, and it is not a chemical ques- 
tion, and the more of engineering and chemistry we apply to 
aie the more age is the - purifying agriculture. ‘This, 
at least, has been the practical result in this country. 

The only engineering implements which the cottager with a 
bit of garden requires for his sanitation, are a watering pot and 
a spade, and if his garden be an allotment. away from the cottage, 
a wheelbarrow may become necessary. The cottager, to whom 
the produce of his bit of land is a matter of consequence, will 
endeavour to fertilize as much land as possible with the organic 
refuse at his disposal, and as long as this endeavour is made, 
there need be no fear of failure, either from the agricultural or 
sanitary point of view. When however an engineer by means 
of water under pressure, has collected the organic refuse of a 
province at one spot, has diluted it athousand-fold, and endeavours 
to submit it toa mock purification, by means of the least amount 
of land possible, failure is inevitable, both in the agricultural 
and sanitary sense. It was in 1848 that the advice to “ drain” 
was tendered with a light heart, by the pioneers of modern 
sanitation, who thought it would be an easy thing to purify the 
sewage, aan make a profit from it. The Thames, the Liffey, the 
Clyde, the Mersey, and the Irwell, are a standing testimony to 
the failure of these great engineering schemes, and I wonld 
remind you, that the last engineering scheme put forward with 
regard to the sewage of London, viz., to convey it all to the 
Essex coast and cast it into the sea, is ay only a most lame and 
impotent conclusion, quite unanticipated by the pioneers of 48, 
but it is an experiment which, like our previous experiments, 
may be productive of unforeseen results. 

The engineer of the present day when dealing with sewage, 
appears to think that one may ‘as well be hung for a sheep asa 
lamb,” and he is ever ready to tender the advice that ane you 
are going to make a mess, it is well to make a big one.” It is 
quite characteristic that this last scheme for dealing with the 
London sewage, contemplates dealing not only with the material 
which is collected by our present system of sewers, but proposes 
to take that of other and adjacent systems as well. 

The people of Berlin have in this respect, shown themselves 
wiser I think than the people of London, because they have 
taken their sewage to several points, instead of collecting it all 
at one spot. 


GEORGE VIVIAN POORE. A3 


So far it is probable that the bulk of those I am addressing 
will agree with me, but I am not so certain that I shall 
command your assent to all that is to follow. 

The panacea for all sanitary ills has been and _ still is 
“drainage,” and the only scavenger that is in favour is water, 
notwithstanding the fact that sanitation by water has for its 
main characteristic “incompleteness.” ‘The work is begun and 
never finished. Our houses are flushed, but we pay for it by 
fouling every natural source of pure water, whether river or 
surface well. If there come an outbreak of typhoid, we, as 
often as not, find the “drains” are to blame, but as a matter of 
fact we prescribe ‘“‘more drains” as the remedy. 

I have asked my friend and former pupil, Mr. F. W. Wells, 
M.B., to go through the official reports which have emanated 
from Whitehall since 1856, and make an abstract of the chief 
outbreaks of typhoid fever in this country, which have been 
reported by the medical officers of the Privy Council, and the 
Local Government Board. This Mr. Wells has done in a most 
painstaking and methodical manner, and the tables which he 
has constructed form an Appendix to this paper which is well 
worthy of perusal. If you will scan this appendix, you will find 
that there is one factor common to all these outbreaks, viz., the 
mixing of excremental matters with water. This mixture 
generally leaks to the weil or rivulet, or water-pipe which 
supplies the drinking water, which water has not unfrequently 
been sold under the name of milk, and the result is an outbreak 
of typhoid. Or the mixture putrefies in a cesspool or sewer, and 
the gases finding an entrance to our houses cause an outbreak 
of typhoid. There is no doubt whatever that whenever excre- 
ment is mixed with water, we are in danger of typhoid. Typhoid 
was not recognised in this country until the water-closet became 
common. We, doubtless, manufactured typhoid in a retail 
fashion in old days, but with the invention of the water-closet 
we unconsciously embarked in a wholesale business. 

We had not been at this work many years before we recog- 
nised that the water-closet poisoned all sources of water. We 
have had to go far a-field for drinking water, and the result has 
been that, as we left off consuming the springs which we have ~ 
wilfully poisoned, the amount of typhoid has somewhat abated. 
When the more remote sources of water get poisoned in their 
turn—as with our increasing population, and our methods of 
sanitation, they inevitably must—the present comparative 
abatement must, one would fear, cease. 

The foregoing observations apply, be it observed, to cholera 
equally with typhoid. 

It is comparatively recently that we have learnt to recognise 
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the dangers which result from the putrefaction of a mixture of 
excrement and water in a sewer or cesspool, The ingenuity of 
sanitary engineers has been exercised to save us from these 
dangers, and they have given us what they are pleased to call 
self-cleansing sewers, innumerable forms of trap, endless methods 
of ventilation, and disconnection on scientific lines, until the 
medical officer of health is expected to have at his fingers’ 
ends all the knowledge of a patent agent and a plumber’s fore- 
man. If apparatus never wore out, if ventilators never got 
stopped up, if traps never got unsealed by leakage, evaporation, 
or other cause, one might feel secure against the enemy which 
is ever at our gates, provided the study of Bacteriology did not 
lead us to recognise that a few feet of filthy pipe may be as 
dangerous as a “mile, and that a trap may possibly serve, espe- 
cially in hot weather and when the family is away, as a most 
efficient cultivating chamber. 

It is commonly urged by those who defend our present 
methods of sanitation that, as we must of necessity provide 
some channel for the escape of slops from our houses, it is false 
economy not to make these channels carry everything, or, in 
other words, that, as sewers are a necessity, there is no harm in 
making them a bigger nuisance than they necessarily must be. 
I confess I am unable to follow this argument, and I would 
submit some reasons why every effort should be made to keep 
-excremental matters out of the sewers. 

1. Excrement is the only ingredient of sewage against which 
dangerous infective properties have been proved again and 
again. It is the ingredient which, when mixed with water, finds 
its way to our drinking water and causes typhoid and cholera. 
Sewage without excremental matters is, doubtless, offensive and 
is probably unwholesome in many ways, but it stands in the 
position of a “ suspect,” rather than that of an habitual criminal 
against whom no end of previous convictions have been proved. 

2. If excremental matters were stopped out of our house 
drains, we could in country places, often have recourse to the 
old practice of allowing our household slops to run in open 
gutters, concerning the ventilation of which there could be no 
doubt, and the gutters might be subjected to the wholesome 
discipline of a broom, and the purifying influences of sunlight 
and drying winds. 

3. If excremental matters be stopped out of the house drains, 
the total volume of sewage to be dealt with would be diminished 
by at least one-fifth, nai this surely is a great gain. We 
should deprive the sewage of just those ingredients which 
are most troublesome to the sewage farmer by clogging the pores 
of the ground, and we should leave the sewage very “thin” and 
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admirably suited for downward filtration. It seems to be an 
acknowledged fact that for the application of sewage to the 
land, the more watery it is and the more completely solid 
matters are strained out of it, the simpler and more satisfactory 
the processes become. 

4, Another class of objections which has been made to the 
exclusion of solid excrement from house drains, has reference to 
the so-called “manurial value” of sewage and its constituents— 
that excreta without the total urine are of low manurial value, 
and that the stopping of excreta out of the sewers lowers the 
manurial value of the sewage. “ Manurial value,” is a term 
used by chemists to express the amount of nitrogen that may 
be present. Now I do not doubt the ability of chemists to 
make a quantitative estimation of nitrogen, nor their power of 
informing farmers of the extent to which they may or may not 
have been cheated when they purchase artificial manures. I 
would humbly suggest, however, that the real practical manurial 
value depends, not only upon the amount of plant-food present, 
but also upon whether the plant-food is present in a form in 
which it can be digested and exhaustively utilized by the plant. 
For the latter information, which is of the highest importance, 
I would sooner apply to a practical farmer or gardener than to 
a chemist. | 

A chemist, for instance, who had regard to his analyses and 
nothing else, might tell us that nut-shells had a certain dietetic 
value; but ordinary men and monkeys know better than that. 

He might tell us that gin was richer in certain dietetic 
ingredients than ginger beer, but we know that ginger beer is 
the better article of diet. 

Again guano has a far higher manurial value than “rich 
garden mould”’—such as is got by mixing earth with organic 
_refuse—; but if we do not dilute our guano to the same level, 
so to say, as our rich garden mould, we may kill our plants. To 
declare that rich garden mould is of low manurial value is 
absurd, because we know that in it plants of all kinds reach the 
highest development which is attainable. Farmers and market 
gardeners will tell you that artificial manures have “got no 
bottom in them,” that their use is, so to say, a speculation; and 
if climatic conditions are unfavourable when the artificials are 
applied, the money spent on them is lost for ever. With 
organic refuse, however, the case is entirely different, and the 
effect of the application of organic matter, especially of human 
origin, to the soil, is plainly discernible for three or four years. 
Solid organic matter cannot be washed away, it nitrifies slowly 
and doles out the nitrates to the roots of the plants in proportion 
as they are needed. 
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I wish to say, emphatically, that the manurial value of human 
excrement is enormous, and that it produces all kinds of fruits, 
flowers, and vegetables in the highest perfection. I speak from 
a practical experience of nine years, and my belief is that soil 
cannot be made more fertile than by mixing it with solid 
excremental matter. 

It is quite true, no doubt, that the manurial value of urine is 

very great, but being fluid it is not so easily retained at the 
spot where the agriculturist wants it; and we know that when 
fresh and undiluted it is very dangerous to herbage. The fact 
is that plants absorb their nutriment from very dilute solutions; 
and it has been found that a fluid containing about ‘2 per cent. 
of solids, is the optimum for plant culture. Ordinary urine, 
therefore, which contains 4 per cent. is twenty times too strong; 
but if it be applied to the soil in its state of optimum dilution, 
much of the liquid will necessarily soak out of the reach of the 
roots. ; 
Manurial value is a practical matter rather than a chemical 
problem, and I have no doubt whatever that those who assert 
the manurial value of earth-closet manure to be low, are making 
a very serious practical mistake; and I have no doubt that 
arguments based on the theoretical manurial value of sewage as 
a whole or of its several ingredients, are worthless in helping 
us to decide whether it is advisable or otherwise to keep solid 
matters out of the drains. 

What use is there in discussing the ‘“manurial value” of 
sewage in the face of the deliberate declaration of that eminent 
agriculturist, Mr. Clare Sewell Read, made a few months since 
in the “ Journal of the Royal Agricultural Society?” ‘‘Sewage,” 
says Mr. Read, “has come to be regarded by all sensible people 
simply as a nuisance to be got rid of.” And he goes on to state 
that, owing to the unmanageable quantities of water which 
have to be dealt with, sewage is ruinous to all grain crops and 
all other farm crops except rye grass. 

The composition of sewage as it flows from towns is so 
doubtful, and must be so variable that no sensible man would 
let it run over his farm. Chemicals and antiseptics are very 
abundant at the present day, and they are very largely used to 
lessen the dangers which are inherent in our present system of 
sanitation. Antiseptics, however, which stop the growth of 
putrefactive microbes, also check the growth of nitrifying or- 
ganisms, and are deadly poison to plants. All town sewage is 
hiable to contain dangerous chemicals which must render the 
‘“manurial value” a very minus quantity, the presence of 
nitrogen notwithstanding. 

As it is idle to discuss the theoretical manurial value of a 
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practical nuisance, which no sane farmer would take as a gift, 
it is imperative for us to discover means, if possible, by which 
those ingredients of sewage which have great enriching power 
for the soil may be saved for the benefit of the cultivator and 
consumer. 

From every poimt of view — scientific, sanitary, moral, 
economic—lI feel strongly that dwellers in the country should | 
take warning by the towns. They should revert to the cleanly 
and decent habits of our forefathers, and keep the sanitary 
offices away from the main structure of the house, and not, as 
is the filthy custom of the present day, bring them almost into 
the bedrooms. They should keep solid matters out of the house 
drains, and see that they are decently buried in the living earth 
every day, and they should replace the drains by gutters and 
filter all the household slops by applying them to the top of a 
different piece of cultivated ground every day. Whether an 
ordinary watering pot, or a tank upon wheels drawn by a horse 
be necessary for accomplishing this latter object, will depend 
upon the size of the establishment; but only those who have 
systematically pursued this plan, as I have done, can know the 
vigour which is imparted to hedge-rows, shrubberies, fruit trees, 
or forest trees, by a tolerably frequent dose of household slops. 
There is no difficulty in doing this, provided the will be present 
—the will that is to combine your duty towards your neighbour 
with an act which is profitable to yourself. 

Finally, you dwellers in the country, whether Squires who are 
the owners of broad acres, or Occupants of modest villas with a 
garden, or still more, if you be Cottagers with an allotment, 
where it ought to be, round your cottage, what I have to say to 
you is this :— 

1. That sewage, being a nuisance although a necessity, it is 
to your interest not unnecessarily to increase its quantity or its 
offensiveness. 

2. Keep solid matters out of the drains, for by doing this you 
will prevent the putrefaction of the solid,-and you will find the 
purification of a liquid by filtration through the earth is effected 
with ease, which is proportionate to the thinness of the fluid. 

3. Remove all solid matter every day from the immediate 
neighbourhood of the house, and bury it in the top layer of 
cultivated ground. Pour the household slops on to the surface 
of the garden, and do not make the mistake of attempting what 
is known as subsoil irrigation. If these directions be followed I 
feel sure that by no possibility can you be troubled by sewer 
gas, and I also believe that you may drink the water from your 
surface wells with safety. 

I am, as some of you know, no mere theorist, I practice what 
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I preach, and have now some nine years’ experience, experience 
which has served to strengthen my opinions and enables me, 
unreservedly to exhort others to pursue a similar course with 
— myself. | | | 

In Hampshire I have a garden, and adjoining it are twenty 
cottages which I also own, inhabited by about a hundred persons. 
These cottages are scavenged every day, and the scavengings are 
buried in the garden. The scavenger’s first duty is to the 
cottages, to remove filth and bury it, to whitewash, paint, and 
to keep decent. His second duty is to the garden, where he 
acts as under gardener. In the garden, which has an extent of. 
about 14 acres, I am obliged in self defence (what a hardship !) 
to raise the biggest crops possible. This garden not only 
supplies my London house with a variety of fruit, flowers, and 
vegetables (cabbage, potatoes, carrots, turnips, parsnips, beet, 
salsify, lettuces, artichokes of both kinds, peas, beans, asparagus, 
seakale, peaches, plums, apples, pears, figs, strawberries, currants, 
raspberries, &c.), which I doubt if I could purchase for £50 
a year of the neighbouring greengrocer, but the overplus, which 
is marketable, just about pays the wages of the scavenger and 
under gardener. I cannot help thinking that the combination 
of market gardening with cottage owning in country places, 
opens up the possibility of an industry which is at once profitable 
and advantageous to all concerned, and affords a good chance of 
solving a sanitary difficulty. 

I am addressing myself to dwellers in the country, but I 
should like to say to town dwellers that complete sanitation 
is impossible, unless cultivated land be brought into tolerably 
close relationship with the dwelling. At present our sanitary 
arrangements are magnificently begun, and seldom completed, 
and while we almost uniformly leave a most dangerous loose 
end to our sanitary measures, we shut our eyes to it, and 
blow the trumpet of self-satisfaction as if the sanitary millenium 
had begun. The Allotment Act as affording an outlet for 
organic refuse, ought not to be without its effect upon sanitation, 
and it is to be hoped that the masses will some day wake up to 
the great importance, from the moral and sanitary standpoint of 
providing every dwelling with an adequate outlet. As things 
go at present, I have very little doubt that the agricultural 
labourer with his cottage and garden and 12 shillings a week, is 
infinitely better off than the town artizan on 25/-, who pays 
dearly for pigging it in overcrowded rooms, in which a cleanly 
and decent existence is impossible. 

I have been reading the last volume of our transactions, and 
in it I find a very interesting paper by Dr. Sykes, who quotes 
Dr. Corfield, who, in his turn, is quoting Sir Henry Acland to 
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the effect, that the disappearance of the great cities of antiquity 
was due to pestilence, rather than war. We must all admit the 
possibility of such an assumption, and certainly no one can 
ponder upon the disappearance of Egyptian, Babylonian, 
Assyrian, Greek, and Roman civilization, without speculating 
upon the cause, and without applying the lesson to ourselves, 
and asking ourselves how much longer is our British civilization 
to continue ? 

Nationalities seem as mortal as the individuals which compose 
them. 

If great nations are destroyed by neglect of sanitary laws, 
and if prolonged national life is indicative of sound sanitary 
measures there is at least one race upon the globe which is 
worthy of profound study by all who concern themselves with 
public health. This race is the Chinese, who have seen all the 
great nations of antiquity in and out, who were probably a great 
people in the days of Moses and before, and whose thrifty 
myriads are even now successfully contending with the Anglo- 
Saxon race, in America and Australasia. The Chinese, as is 
well known, have had to contend with national calamities of a 
most stupendous kind. In our own days we hear of floods and 
famines which claim their millions of victims, and yet the race 
continues to increase in such a way, and to overflow its natural 
boundaries to such an extent that it is certain, even without the 
exact returns of a Registrar-General, that the birth-rate must 
very considerably exceed the death-rate, and must have done so 
in an average way during the three or four thousand years that 
the Chinese nation has existed. | 

I think there is no doubt that unless we mend our ways, the 
Chinese will see us out, as they have seen the other great 
nations of the world out, and the reason, I believe, is obvious. 
The Chinese are the most thrifty nation in the world. In 
China nothing is wasted, and all organic refuse is ultimately 
returned to the soil. Agriculture is in China a sacred duty, 
and the Chinese have got a firm grasp of the elementary 
principle that if the fertility of the earth is to be maintained, 
we must constantly replenish it. The nineteenth volume of 
the Health Exhibition literature contains a most interesting 
series of papers on China, by Surgeon-General Gordon, Mr. 
Hippisley, and Dr. Dudgeon, of Pekin. The papers by Dr. 
Dudgeon are especially worthy of study, for many years of 
residence among the Chinese have impressed him with the fact 
that we have much to learn from them.. I have not the 
pleasure of Dr. Dudgeon’s acquaintance, but, were he here, 
J am sure he would give a general support to the propositions 
I have laid before you. 

D 
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The question of our duty to the soil is fundamental in sanitary 
matters. If we starve the soil and turn our fertilizing materials 
into the sea, we may rid ourselves (though this is doubtful) of 
filth Gece for a time; but it is by no means doubtful that 
we shall ultimately replace filth diseases by those diseases that 
are bred of starvation. How soon this will happen no one 
can say, but that it will happen eventually seems to me as 
certain as is the axiom, “ex nihilo nihil fit.” Do not let us 
commit the great blunder when dealing ‘with this national 
question, of forgetting that the life of a nation ought to be 
measured by centuries; do not let us make a suicidal use of a 
paltry 50 years statistics, and because the figures of the last 
decennium happen to be favourable, conclude therefrom that 
all our sanitary principles are right. 

Perhaps someone will say, “How ridiculous to hold up the | 
Chinese as an example! The Chinese masses are acknowledged 
to be exceptionally filthy in their customs and habits.” ‘This, 
perhaps, is true, but I am sure that this audience will not make 
the error of confounding principles with details. The Chinese 
principle of returning all organic refuse to the soil is, there can 
be no doubt, absolutely sound. The Chinese details may be 
filthy and susceptible of improvement. In this country the 
details of our domestic sanitation are refined, elegant, and 
oe It is the principle subserved by these details which 
is absolutely rotten. The main problem of sanitation is to 
eae the dwelling day by day, without fostering starvation. 
This can only be done by returning all organic refuse to the 
soil, and the perfecting of the details by which this duty is to 
be done is the most important work of the modern sanitarian. | 

This question is a national one and concerns us all. Every 
country squire ought, in these matters, to set a good example to 
his tenants. If he does not set the example of increasing the 
fertility of the soil by the daily addition to it of all the organic 
refuse of his country mansion, he cannot command our sympathy 
when he goes without his full rent. If a landowner embarks 
on a great building scheme, he ought to keep the sanitation in 
his own hands. It a well-known landowner had done this—if 
he had preserved his autonomy on his own estate, and if he 
had, by a rational use of the railway, transferred the daily 
scavengings of his valuable City estate to his broad acres in 
Bedfordshire, perhaps his right-of-way on his London estate 
would not have been confiscated, and perhaps he would not 
have been obliged to remit 25 per cent. of his Bedfordshire 
rental. As it is, he allowed the vestry to do his sanitation for 
him, and by so doing lost his autonomy. Who can see how far 
the process of confiscation which has set in will ultimately reach? 
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This question has an immediate personal interest for all who 
derive their income from the soil. I feel sure that the clergy 
would do well to enforce by example as well as by precept the old 
injunction, to “ replenish the earth and subdue it.” If they do 
not they must expect to go without their tithes. Improvement 
in this direction is only to be attained by rousing the public 
conscience. So soon as the majority of individuals is impressed 
with the fact that it is wicked to foul our streams and starve 
the soil, and that our individual responsibility does not end, even 
though ‘the fouli ling and starving be done by a “ Board,” so much 
the better will it be for the public health and national wealth. 
Parliament has compelled us to hand over our responsibilities 
to public authorities, with the consequence that the individual 
has lost his liberty and independence, and is drifting into a 
condition of sanitary imbecility. Let us not forget that the 
present state of our rivers is the direct result of Acts of Parlia- 
ment. Let us not forget that Parliament, which wasted its 
time and our money in passing that most inoperative of all 
Acts, the “ Rivers’ Pollution Act,” scavenges its own palace 
direct into the Thames; as though Imperial Parliament could 
hand over its responsibilities to a Local Board! It is hardly 
credible that such a condition of things could exist outside 
the libretto of a comic opera. 

A respect for the purity of water should be enforced in our 
board schools and churches; and that powerful party in the 
State—I mean the temperance party—would do well to devote 
some of its energies towards ensuring that the beverage which 
it champions should be in all places a safe one to drink. As it 
is one has only to walk about the country to see that our 
streams and rivulets are universally regarded as receptacles for 
rubbish and impurities of every kind. 

This question I must reiterate, in conclusion, is a national 
one of the first importance. A nation that fouls its streams 
and starves its soil is in danger of poisoning and inanition. A 
nation which imports a great part of its food and a great part 
of its manure, and systematically and by Act of Parliament 
throws all its organic refuse into the sea, is undoubtedly living 
on its capital. Our capital just now is undoubtedly considerable, 
but we are in a fair way to run through it; and when we have 
done so who can forcast the future. 
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Sir Dovetas Garon (London), in proposing a vote of thanks to 
Dr. Poore for his valuable paper, remarked that, as an engineer, he 
could not at all agree that the point of getting rid of refuse matter 
was not an engineering question. The engineer, he held, had a 
distinct influence upon every part of science if he manipulated and 
completed the work which the chemist, the geologist, and all other 
heads of science began. Jor this reason therefore he maintained 
that the matters to which Dr. Poore had referred were entirely 
engineering questions. With respect to the argument about the 
living earth he held that water was as great a purifier as the earth, 
and reminded his audience in this connection that if refuse was 
turned into a stream, and they went some few miles down the stream, 
they would find that every trace of the refuse had vanished, having 
been taken up either by minute animals or plants, or consumed for 
food by fishes. A report recently issued on the disposal of the 
sewerage of Paris distinctly bore out this argument, the document 
tracing out the processes of purification throughout the entire length 
of the river's course. With regard to the argument about the waste 
of throwing sewage into the Thames, one of the ablest persons who 
had to do with agricultural and sewage questions (Sir John Lawes) 
had, in giving evidence before the Royal Commission, called attention 
to the fact that the quantity of fish taken on the eastern coast of 
England far and far exceeded that taken on the western, and he 
raised the question whether it was not that the extra food which was 
provided by the sewage of London was not mainly the cause of this. 
With respect to the question of water carriage he was quite in favour 
of this course being taken in country districts, but he gave the 
following statistics to show that in towns the water-closet system 
was certainly the more healthy. In Brighton, for example, where 
water-closets are everywhere used, the death-rate was only 15 per 
thousand, the percentage rising in Bolton, where the refuse was 
carried away, to 22 per thousand. He considered, too, the modern 
methods in sanitation were in a great degree responsible for the 
diminution of fever cases. In 1868 the death-rate from fever was 
78, in 1878 it was reduced to 37, in 1888 to 17, and last year this 
had still further been reduced to 14. With the few exceptions he 
had ventured to take he considered Dr. Poore’s address most charming 
and comprehensive; and, in conclusion, he could pay no higher 
compliment to it than in saying that it was eminently worthy of 
Dr. Poore. 


Mr. A. G. Henriques, J.P. (Brighton), who seconded the vote 
of thanks, mentioned that the rivers of Sussex had suffered much 
from pollution. As chairman of the River Pollution Prevention 
Committee of the East Sussex County Council, this fact had been 
brought prominently under his notice. He had himself seen beautiful 
streams absolutely polluted and destroyed as useful drinking water 
by the sewage of trifling villages, without any disguise or conceal- 
ment, being drained into them. This system of pollution, he found, 
had been going on for years. With regard to another point of 
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Dr. Poore’s address, he mentioned that he should be sorry to see the 
disestablishment of engineers and men who carried out the execution 
of sanitary problems. It might be true that they had put too much 
faith in water, but they in towns could hardly afford the time to 
substitute for water anything that Dr. Poore had suggested, and 
until some other and better means than had yet been suggested were 
found, he thought it would be a long time before their engineers gave 
up the use of water in cleansing towns and giving health to cities. 


Dr. Poorr (London), in reply, admitted that, so far as they went, 
the criticisms were just, but he reiterated the statement contained in 
his address that his remarks were directed almost solely to country 
districts. Mr. Henriques had told them something of the streams in 
Sussex being filthy, and his (Dr. Poore’s) advice was, ‘‘ Go to the 
cottagers, and make them do their duty.” It was imperatively 
necessary that every village, however small, should have its sanitary 
arrangements carefully directed, for out of the small villages of to- 
day would come, in many cases, the great towns of the future. 
With regard to his remarks about the engineers, he of course meant 
nothing unkindly. Her engineers, there could be no doubt, were 
England’s greatest glory. But the engineer was in the position of 
Hercules, for the king to-day was Augeas—and his remarks were 
addressed to Augeas—who, if he did not keep his property in a 
satisfactory sanitary manner, would be obliged to get Hercules to 
show him the way. He had every admiration for Hercules, but his 
counsel must be taken as addressed to Augeas! 





On “ Some Points in relation to Septic and Infectious Diseases,” 
by James Turton, M.R.C.S.E., &e., Chairman of the 
Sanitary Committee, Brighton Town Council. 


THE subject of those diseases which owe their origin or their 
propagation to insanitary conditions, is one of overwhelming 
interest to all those who are engaged in the study or practice of 
State Medicine, in fact, one might say, that in itself it embraces, 
directly or indirectly, almost the entire range of sanitary 
science ; that being so, it forms some excuse for me in bringing 
forward a few remarks on some points which seem to me to be 
of particular interest. 

In the first instance, I will prepose that any insanitary condi- 
tion which leads to the contamination with organic matter, of air 
food or drink, may of itself be the cause of disease, or, on the 
other hand, may be the means of conveying the germs derived 
from pre-existing cases of disease; for example, a water supply 
which has become contaminated with sewage, may, in the 
individuals drinking it, give rise to symptoms, such as fever, 
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sickness, and diarrhoea, which are of a more or less indefinite 
nature, and which cease as soon as, or shortly after, their cause 
is removed; or may convey the germs of a definite disease, such 
as typhoid fever, which runs a certain course, even after the 
removal of the insanitary condition which enabled it to spread. 

Dr. Marston, of the Medical Staff, gives a striking illustration 
of the simultaneous occurrence of these results, in his paper on 
the Fever of Malta, published in the Army Medical Reports for 
1861, wherein he states that when enteric fever broke out at 
the Fort of Lascaris, from the opening of a drain, other affec- 
tions were simultaneously developed, viz., diarrhcea, dysentery, 
slight pyrexial disorders, and diseases of the primary assimilative 
organs. | 

It is obvious therefore, that here we have two distinct results 
which may reasonably be attributed to distinct causes. 

The one is of a simple or septic nature, and the other of a 
specific or infective character, and it is to the former of these 
conditions that I wish particularly to draw attention in my 
remarks. 

Cases of septic poisoning resulting from sanitary defects are 
familiar enough to all those who are engaged in the practice of 
either preventive or curative medicine; and although they 
present a great variety in the grouping and the violence of the 
' symptoms, they all show a more or less strong family likeness ; 
the symptoms most commonly present being general malaise, 
fever, sore throat, sickness and diarrhcea. i : 

They usually result either from the contamination of inspired 
air by sewer gas, emanations from leaky drains, cesspools or 
other foul accumulations, or from an impure water-supply ; 
and, generally speaking, when the poison is conveyed by the 
air, the throat symptoms are predominant; when the water is 
at fault, the gastric troubles are uppermost. Obviously the 
tissues or organs brought chiefly into contact with the morbid 
agents suffer the most, at any rate that has been my experience; 
but the sickness and diarrhoea so commonly present in these 
cases may also be regarded as efforts of nature to eliminate the 
poison. A patient of mine discovered that the water-bottle in 
her bedroom was being filled with water from the cistern sup- . 
plying the water-closets, from the fact that it made her sick 
each time she drank from it, and in all probability the prompt 
rejection by the stomach of the offending fluid prevented any 
further ill-consequences. 

But the point I wish specially to draw attention to is the 
etiology of these conditions: What is the cause of the symp- 
toms, and wherein does it differ from the cause of zymotic 
disease, in which we recognize the operation of a distinct virus? 
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The answer to this question must of necessity be of a specu- 
lative nature, and I do not profess to bring forward anything 
more than mere general conclusions based upon analogous 
conditions. 

I may here mention that in Parkes’ Practical Hygiene it is 
stated, that some years ago Dr. Herbert Barker submitted the 
question to experiment by conducting the air of a cesspool into 
a box containing animals. The air contained carbon dioxide, 
hydrogen sulphide, and ammonium sulphide, but the presence of 
organic vapours was apparently not sought for in the analysis, 
Three dogs and a mouse were experimented on. The three 
dogs were confined in the box, they all suffered from vomiting, 
purging, and a febrile condition, which, Dr. Barker says, 
“resembled the milder forms of continued fever, common to 
the dirty and ill-ventilated homes of the lower classes of the 
community.” 

Dr. Barker attributed the results, not to the organic matter, 
but to the mixture of the three gases, particularly the latter two. 

I believe the condition in these cases to be one of septic 
intoxication, due to the entrance into the system of the products 
of putrefaction, and that it is directly analogous to the surgical 
fever which sometimes follows the infliction of wounds, and 
which in pre-Listerian days was infinitely more common than it 
is at the present time; in the former case the products of 
putrefaction enter the body through the natural channels of the 
respiratory and alimentary tracts; in the latter, through the 
blood-vessels and lymphatics leading from the wound. 

I say products of putrefaction, because I think that in the 
present state of our knowledge, it is unsafe to attempt to specify 
any particular poison or poisons, and such products as are already 
known are very numerous; speaking generally, however, one 
may say that the organic compounds known as ptomaines, are 
more poisonous than the simpler chemical compounds, such as 
the sulphides. | 

In this connexion the following extract from Billroth’s work 
on Surgical Pathology is of interest:— 

“Of late, many attempts have been made to determine 
what substance in decomposing animal tissues is the true 
poisonous principle, and for this purpose putrid fluids have been 
treated chemically, till some one body should be found which in 
the smallest dose should excite the symptoms of septic poisoning. 
Thus, Bergmann has produced a body of this nature from 
decomposing yeast, which he calls sepsin. To prove that this 
body alone (whose presence Fischer could not prove in decom- 
posing serum or pus) is the poison, it would be necessary to 
prove the innocuousness of all other bodies chemically formed 
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during putrefaction. But this cannot be done; sulphuretted 
hydrogen, sulphuret of ammonium, butyric acid, leucin, and 
some other substances formed during the putr efaction of organic 
bodies, also act as septic poisons when injected into the blood ; 
so that I cannot enter into the laborious search for one body in 
the putrid fluids which shall bear all the blame of the injurious 
effects. It is very probable that in decomposing fluids according 
to their qualities, degree of concentration, temperature, &c., 
very many different poisonous substances may form, which [I 
further imagine as going on changing, till they reach some final 
terminal stage.” 

Amid so much that is uncertain it is however clear, that the 
morbid agents in the class of disease we are considering, are 
capable both of suspension in the air and of suspension or 
solution in water. . 

It must be remembered that in house drains, which are the 
chief offenders, are present in a peculiar degree all the conditions 
essential to putrefactive changes; there are the putrescible 
matters, the water, oxygen, and micro-organisms, while the 
excreta themselves supply the necessary temperature. But 
healthy excreta cannot be regarded as possessing any peculiar 
poisonous property apart from their putrescibility, for it is well 
known that the introduction into the body of the products of 
putrefaction of other organic matters produce similar results, 
and I would instance the following :— 

(I.) The dissecting-room sore throat common among medical 
students. 

(II.) The well-known evil effects of a water-supply contami- 
nated by soakage from burial grounds. 

(III.) The effects of effluvia from decomposing animals; an 
instance of this is recorded by Parkes as occurring in the 
French camp before Sebastopol. 

(IV.) The effects of a water-supply containing decomposing 
vegetable matter. 

(V.) The results of inhaling the products of putrefying 
vegetable matters; as an instance of this I quote the following 
from Parkes’ Practical Hygiene :— 

“Occasionally, outbreaks of disease occur from impurities 
of the atmosphere, the nature of which is not known, though 
the causes giving rise to them may be obvious. Dr. Majer 
records the case of a school at Ulm, of sixty or seventy boys, 
where the greater number were suddenly affected, on a warm 
day in May, with similar symptoms :—giddiness, headache, 
nausea, shivering, trembling of the limbs, sometimes fainting. 
The attack occurred again the next day, and a common cause 
was certain, The room was enclosed by walls, in a narrow 
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space, where the snow had lain all the winter; the wall was 
covered with fungous vegetation and with salts from the mortar. 
From the sudden entrance of warm weather fermentation had 
set in, and a strong, marshy smell was produced; the substances, 
of whatever kind, generated in this way accumulated in the 
narrow, ill-ventilated space. Removal to a healthier locality at 
once cured the disease.” 

And the following cases occurred in my own practice last 
year. I was called to attend several members of a household 
suffering from general malaise, headaches, and occasional 
vomiting. The house drainage was good, but an unpleasant 
smell was noticed in the kitchen, and the symptoms attacked — 
only the servants and those members of the family who were in 
the habit of entering the kitchen. I had the flooring taken up, 
when several of the joists were found to be rotting in places, and 
emitting the odour complained of. The putrid wood was 
removed, and a better provision made for ventilating the space 
beneath the floor. Since then there has been no illness in the 
house. 

Other instances might be mentioned, but I think I have 
adduced sufficient evidence to show that all collections of 
putrescent organic matters, of whatever kind, are equally 
capable of producing symptoms of septic poisoning; although, 
for very obvious reasons, the putrefaction of sewage is by far 
the commonest cause. 

Although septic and infective ‘conditions are distinct etiologi- 
cally, yet clinically the dividing line is in some instances a very 
narrow one; thus, some cases of septic sore throat may very 
closely resemble diphtheria, and are in fact often styled 
diphtheritic, although I think this term when so applied a 
misleading one. But this fact only bears out the analogy I have 
sought to draw from surgical practice; for there, many cases of 
septic intoxication occupy the borderland of septiccemia and 
pycemia, which latter are generally regarded as diseases of a 
truly infective type. 

Further, I believe that septic intoxication is not infrequently 
combined with the infective process ; if this be so, it may account 
for some of the atypical cases of the latter which one not seldom 
meets with in practice. I would suggest that cases of typhoid 
with sudden onset, or cases of scarlet fever with severe throat 
symptoms, may possibly bear this interpretation. 

Finally, the state of ill-health induced by the introduction 
into the system of the products of putrefaction, must be regarded 
as a powerful predisposing cause of infectious disease. 

Another point which is worthy of discussion, but to which 
time will permit me only very briefly to allude, is the question 
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of the action of the eliminating organs in the various zymotic 
diseases. : 

We are accustomed, from clinical experience, to associate 
certain functions, almost exclusively, with the elimination of the 
-materies morbi in the different infectious diseases, exempli gratia ; 
the skin and kidneys in scarlet fever, the bowels in typhoid. 

Without questioning the fact that in certain diseases, certain 
organs are the most active, it appears to me very probable that, 
with a poison so generally disseminated throughout the body as 
that of the infective diseases, all the eliminating functions are 
called into action, in a greater or lesser degree, to get rid of the 
offending material. 

And this view is quite consistent with the fact which modern 
research appears to establish, viz.: that the symptoms in 
infectious disease are due to the chemical products of the activity 
of certain specific micro-organisms, and not to the organisms 
themselves. 

I will take, as one instance, scarlet fever; we assume, and in 
all probability rightly so, that the poison is chiefly eliminated by 
the skin and kidneys, but the breath is also very infectious in 
the febrile stage, and although the throat:symptoms may account 
for this, yet we cannot exclude the lungs as a source of infection, 
in other words we cannot assert that in the febrile stage of 
scarlet fever, the lungs are not actively engaged in eliminating 
the poison, and similarly with regard to the bowels. 

And with reference to measles, although the pulmonary 
system is the most active agent in the work of elimination, yet 
it is a fact that the other organs assist, witness the desquamation 
which so frequently follows. . 

I attended a case of severe measles recently, in which diarrhoea 
was a prominent symptom, and I could not help regarding it as 
an additional means of eliminating the poison. 

Again, with respect to typhoid fever, unquestionably the 
bowels are the principal means of extruding the poison, but does 
not the pneumonia, which is such a frequent accompaniment of 
typhoid, point to increased functional activity on the part of the 
lungs ? 

And as it is well recognised that the poison of typhoid may 
be conveyed in inspired air, there is obviously no physical or 
chemical reason why it should not be eliminated in the expired 
air. 

These points, although necessarily matters of speculation, 
have a very practical bearing on the question of the spread of 
epidemics, and the necessity for the proper isolation of patients, 
and thorough disinfection of the excreta in all cases of infectious 
disease. 
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On “ The Sanitary Advance of Brighton,” by Alderman JosEPH 
Ewart, M.D., F.R.C.P. Lond., J.P. 





S1tTE—ENVIRONS—CLIMATE. 


As regards the site on which the town of Brighton stands, it 
would be difficult to find any locality endowed with so many 
physical advantages or impaired by so few defects. Of the 
latter there are none which have not already been, or which 
cannot be, either mitigated or removed. Thus, whilst there is 
no part which does not furnish an admirable fall for drainage, 
the alluvial and marly Steine and Level, to which slight 
objection has been taken by some authorities, is mainly utilised 
as open spaces and recreation grounds. There is, it is true, a 
fringe of houses on each side of this valley, whose foundations 
may not dip down as far as the chalk, but the populous districts | 
extending to the eastern and western boundaries of the borough, 
have a basis of chalk approaching within a few inches of the 
surface. Some parts of West Brighton or Hove, such as Furze 
Hill, Brunswick and Palmeira Squares, the Stamford and 
Aldrington Estates are built upon clay; but many of the 
splendid mansions in’ the vicinity of the railway stand upon 
chalk. Owing mainly to a chalk basis—east and west of the 
' Steine, Enclosures, and Level—the climate is comparatively 
dry and bracing, less so on the alluvial and clay soil just 
mentioned. But the drainage fall is everywhere so efficient 
that any defects of soil here and there, especially in Brighton 
proper, are scarcely appreciable in adversely affecting the public 
health; whilst in Hove and Aldrington, the influence of the 
clay is greatly modified or neutralised by well-built houses and 
wide streets. Still, its existence is on a scale sufficient to 
impede, to some extent, absolutely free drainage, and, in part, 
to account for the less bracing character of the air here, par- 
ticularly in the summer months. Artificial drainage, where 
required, would remedy, as far as it is possible to do so, these 
conditions ; still more so if coupled with asphalting or cement- 
ing the foundations and basement floors of houses. There is 
no oozy or swampy ground in the immediate vicinity. Add to 
these signal advantages, the salubrious Downs to the north; 
the standing forth of the town on chalk cliffs approaching more 
or less closely the shingle, beach, and sea; a southerly or south- 
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westerly aspect ; an ozone and health-laden prevailing breeze ; 
an unusually large proportion of sunlight, during the season, from 
October to December inclusive, when the Metropolis and many — 
of our great inland cities and towns are liable to be enveloped 
in smoke and fog; a moderate mean annual temperature of 
49°8 degrees (F'. E. Sawyer, F.S.A.); greater coolness in summer, 
and warmth in autumn and winter than in inland towns; a 
moderate mean daily range of 11°8 degrees, especially in October, 
November, December, January, and February, when it only 
amounts to 10-9, 8°8, 8, 7°7, and 8°3 degrees in these months 
respectively (loco. cit.); a mean barometric pressure of 29-970 
inches, a mean degree of humidity of 81, saturation being 
100 (idem); a rainfall of only 28:35 inches (7dem) ; very few 
days in the year in which exercise may not be taken in the 
open air in our parks, on our spacious and well-kept pavements 
and promenades, and you have set forth in brief the leading 
reasons why the physical climate of Brighton stands deservedly 
so high, both from a prophylactic and curative point of view. 
There is no part of Brighton and its environs not materially 
influenced by sea air when the breeze blows from the south or 
south-west, as every part is affected by the atmosphere of the 
Downs when the current sets in from the north and north-east. 
The variations of climate are well defined. Thus, along the 
sea front, a stretch of four miles or more, from Black Rock to 
Aldrington, a pure marine atmosphere is encountered, modified, 
in strength and intensity, by temperature, barometric pressure, 
humidity, rain, wind and the direction of the same, electro- 
magnetic conditions, sunlight, clouds, fog and smoke, or both. 
From Black Rock to the Aquarium, owing to the shelter of the 
eliff from the north wind, the air is so mild and genial in good 
weather, even in the winter, as to approach that on the shores 
of the Mediterranean or of the Island of Madeira. Hence, 
the lower drive and promenade here have been appropriately 
named, at the suggestion of the late Alderman Lamb, “The 
Madeira Road.” A commodious shelter hall and onesies 
approached from the cliff above by means of a hydraulic lift, 
opened a few months ago, will, it is hoped, add much to its 
utility and attractions to visitors, residents, and invalids, of this 
bright, sunny, mild, and health-giving retreat. When the 
current of air is moving from the south or south-west, the 
whole of the sea-front from the Aquarium to Aldrington, in 
fine weather, participates in the mildness of the Madeira Road, 
but not quite to the same degree. On the cliff protecting the 
Madeira Road, and to the north of which Marine Parade, Ikemp 
Town, and the Queen’s Park are situated, the climate is 
strong, bracing and exhilarating. The same may be said of the 
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Montpelier District. The northern parts of the town are 
permeated by the crisp,-dry and pure air coming from the 
Downs. Generally speaking, the climate is extremely bene- 
ficial in the earlier phases of tubercular, and in most forms of 
pulmonary and bronchial disease, both in adults and children. 
Conditions, characterised by weak and disordered digestion, 
poorness of blood, debility, want of nerve-tone, whether result- 
ing from recent illness, occupation intrinsically unhealthy, or 
employment in insanitary, overcrowded, or ill-ventilated work- 
shops or offices, high pressure, or over-work, are rapidly repaired 
by the rest, exercise under the best hygienic circumstances, good 
food, and ozone-charged air available at Brighton. Preston, an 
outlying suburb and recent acquisition, is singularly favoured. 
Thoroughly sheltered on the north, east and west by spurs 
springing from the Downs; enriched by an abundance of the 
finest trees- and well-cultured gardens; ornamented by many 
handsome villas and mansions ; provided with a gem of a park, 
greatly improved in beauty and attractiveness by a generous 
development of the art of landscape or pictorial gardening ; 
endowed with a soft and soothing, yet invigorating climate of its 
own, sometimes modified by the stimulating air wafted from the 
neighbouring ocean, at other times tempered by the exhilara- 
ting air coming from the Downs—it is one of the prettiest, 
cosiest, and healthiest villages in England. 


ARTERIAL DRAINAGE. 


The whole of the sewage of Brighton, Preston, and Hove is 
carried by means of well-constructed sewers into an intercepting 
sewer, the outfall of which is at Portobello, about four miles to 
the east of Kemp Town. Its ventilation is materially promoted 
by means of a furnace at Roedean, the influence of which is 
felt at the Steine—a mile and a half or so to the westward. In 
his Report, pp. 7 and 8, dated 27th June, 1882, Sir Joseph 
Bazalgette wrote “that the ventilation at the time of his visit 
was quite satisfactory. The flow in this sewer is sufficient to 
remove all deposit, excepting a few inches in depth extending 
for a short distance above the Portobello outfall.” 

In an extensive survey of this sewer throughout, Dr. B. W. 
Richardson says, “The air of the intercepting sewer is much 
less offensive than would be expected .:. . There was very 
little solid matter under foot. The masonry of the sewer is of 
brick, well laid, and seemed’ to be good in every part. By 
means of several storm overflows, ample flushing, and free 
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ventilation, this main sewer is maintained in a condition of 
wonderful purity.” (Report p. 56, September, 1882). The 
surveyor informs me that in dry weather about 30 gallons 
per head, or over 4,000,000 gallons pass through it daily! All 
the tributary sewers at their upper ends are flushed twice a 
week by filling capacious man-holes “with water from the 
mains, and letting it go through them with a rush.”” As much 
as 428,420 gallons of water per week, or 224 millions per 
annum, are used for flushing purposes in this way. Connec- 
tions with the sewers are made under the direction of an expert 
belonging to the Surveyor’s office. “ Altogether,” Dr. Richard- 
son sums up, “I found the working of the sewerage and 
drainage of Brighton entirely different from what I had been 
led to expect. I found no sewage deposit in the sewers, no 
leakage in the intercepting sewer, no special indications of 
escape of sewer air into houses. . . . I found, in short, 
nothing whatever that would lead me to believe in the occur- 
rence of any special disease or mortality from bad drainage. 
I should add to this account that I experienced no ill effects 
from being so long in it while making my inspection, and that 
since it has been in use none of the surveyors or inspectors have 
ever suffered from using the air within it.” (loco. cit.) 
Ventilating shafts, carried to the tops of high buildings, have 
been constructed in numerous cases in suitable situations, and 
I trust these will be continued to be multiplied until all the 
street gratings can be safely dispensed with. So effective is 
the system now pursued in all its parts that disinfectants are 
not needed. It would, however, be an easy matter at the 
approach, or during the prevalence of an epidemic, to wash out 
every sewer, large and small, with a strong solution of any 
disinfectant that might be selected. ; 


House DRAINAGE. 


But arterial drainage is not everything. Next, if not before 
it in importance stands the drainage of the house. Both 
systems are intimately correlated, and should be as complete as 
science and engineering can enable us to make them. ‘To this 
ideal standard the Health Officer and Sanitary Committee 
direct their aims and aspirations. A house to house inspection 
is in constant operation. House sanitation is materially facili- 
tated by the provisions of the Brighton Improvement Act of 
1884, which arms the sanitary authority with several special 
powers in addition to those conferred by the Public Health Act 
and its amending Acts. The Sanitary Committee, ably advised 
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by Dr. Arthur Newsholme, are now seeing that every house is 
provided with a separate water supply for domestic use; that 
water set apart for flushing closets cannot be otherwise utilized ; 
that the pipes leading from sinks, duly trapped underneath the 
same, are made to open through a wall in the open air over a 
channel leading to a properly trapped. gully grating ; that pipes 
of baths are similarly trapped and directed; that all badly 
placed stack pipes are thoroughly disconnected from soil drains ; 
that properly ventilated; trapped, and flushed closets are em- 
ployed; that the soil pipe at or near the point of issue from 
the closet trap is ventilated by means of a four-inch pipe 
(outside) leading above the top of the house, well away from 
chimneys, windows, and skylights; that the soil drain is effec- 
tually cut off from the sewer; that an air inlet to the chamber 
of the soil drain is applied of approved make (as yet we have | 
no power to enforce this); that all cesspools discovered are 
closed, and the houses to which they belong are properly con- 
nected with the sewer; that houses found to be drained on the 
jomt system are, with rare exceptions, each to be decided in 
committee on its own merits, separately drained; that new drains 
or old ones renewed are constructed of the best earthenware 
material, each jointed, laid all round in six inches of concrete, 
and only passed by the surveyor after having been proved to 
be watertight; that, as regards new buildings or old houses 
rebuilt, the adjoming sewer is, in suitable cases, ventilated well 
above roofs of such houses, whenever practicable; that all old 
wells are closed and filled up; that dust bins (portable zinc 
ones are the best) are kept as free as possible from putrid 
vegetable matter, emptied at least once a week or oftener, as 
in the case of hotels or other large establishments. ‘Thus we 
are striving, as we have been doing during the past six years 
or more, to place all kinds of house property on the same level 
as regards the essentials of sanitation. | 


THe DEATH-RATE. 


The census in Brighton is taken on the Ist of April, when 
the visiting community is at a minimum. It fails to take into 
account the 40,000 strangers daily present in October, Novem- 
ber, and December, or an average daily number of 10,000 souls 
or more spread over the whole year. ‘The death-rate, therefore, 
cast by the Registrar-General is greater than the true circum- 
stances of the case justify. Then, as regards the fixed popula- 
tion, we have the high authority of Dr. Richardson for declaring 
“that no town in the kingdom is so subject to residence of 
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advanced and worn-out lives, and that it is fair to assume an 
increase of at least 1 per 1000 to the annual mortality from 
this social cause alone.” Moreover, it suffers, in common with 
other health-resorts, but disproportionately, from the impor- 
tation of persons who are sick and die, both in the public 
institutions and in the town, as also of those afflicted with the 
germs of transmissible disease. When, however, anyone is 
struck down with this kind of disease, the prospects ‘of recovery 
are enhanced by the health-invigorating climate of the place. 
But in spite of the fact that the death-rate, as given by the 
Registrar-General, is higher than the true conditions warrant, 
it is, nevertheless, very satisfactory. The steady diminution of 
mortality extending over a long series of years revealed in the 
following statement indicates, in language which cannot be 
misinterpreted, the attainment of a large measure of sanitary 
progress :— 


The (average) Death-rate. 
During the two decades 1851-60 to 1861-70 was 22°01 per 1000. 
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Illustrating a decrease of 6°97 per thousand. This is not all. 
“It has been found,” says Dr. Farr, “that in England, to one 
annual death in a body of men, two are on an average constantly 
suffermg from sickness of some severity. . . . Although 
this exact relation is, perhaps, not preserved in infancy or old 
age, or where the mortality deviates much from the standard, 
it may be safely assumed as an approximation to the truth.” 
Thus, according to Farr, for every annual death, there is 
disabling illness amounting to 730 days. Hence, it follows that 
the saving of 848 lives in 1889 signifies a diminution of sickness 
equal to 1696 years or 619,040 days. At a wage.of fifteen or 
twenty shillings a week, this saving of life represents i in money 
£66,144, or £38, 192 per annum. And this does not take into 
account the saving of those unavoidable expenses contingent 
upon illness. The result implies a measurable increment in the 
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average duration of life, of reproductive labour, and an all 
round improvement in the condition of the public health. 
Viewed as a whole, it is one of the most striking, as it is 
certainly one of the most satisfactory instances of a steady and 
progressive response to sanitary reforms on record. 

How much this reduction of mortality is due to the success 
of sanitary measures in diminishing the frequency of, and 
deaths from, infectious and tubercular disease, is well illustrated 
in the following statements, for which I am indebted to Dr. 
Newsholme :— 


I.—Showing the influence of better sanitary conditions in 
lessening deaths from infectious and tubercular disease. 





1861-70. | 1871-80. 1889, 
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r op. Whooping COugh.....i.c5.c00ss0n6- 51 43 27 
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II.—Showing the total number of deaths from all causes and 
the number of deaths from infectious and tubercular disease which 
would have occurred in an average year, 1861-70, had the popula- 
tion been as large as in 1889 :— 


Decrease per cent. in 
1861-70. 1889, 1889, as compared with 
average in 1861-70. 
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* Fever here means mainly enteric fever. Before 1871-80 it was not 
separated from typhus in the Registrar-General’s Returns. 


, 
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The percentages of decrease in the year 1889, as compared 
with the deaths which would have occurred from the several 
diseases in an average year of 1861-70, had the population been 
as large as in 1889, and recorded in the fourth column of this 
statement, are very striking. They mark the great success 
with which preventible diseases have been met and dealt with 
by the sanitary authorities of Brighton. 'They encourage us to 
anticipate even greater achievements in the near future. 

Having briefly indicated some of the chief tests of the 
onward march of sanitation in Brighton, I now propose, in 
conclusion, to draw attention to afew reforms which are needed 
to secure her future position as a health resort. 

1.—The most important of all is the effectual dealing with 
certain unhealthy areas. The ball has already been set rolling. 
_ The temper and feeling of the burgesses and their elected 
representatives regarding this matter are now flowing at full 
tide, and in the right direction. Doubtless the movement will 
be maintained with increasmg momentum until all unhealthy 
houses and areas are swept away, and the houses of the artisans 
and other sections of the working and industrial classes are 
made as clean, bright, cheerful, and healthy as it is possible to 
make them. 

2.—There is still room for improvement in the more frequent 
removal of dust, rubbish, and ashes. The prime objects to be 
aimed at are: (1) the transport of all decomposable material 
from the homes of the people before the process of fermentation 
has begun, thus depriving the germs of infectious disease of 
one fertile nidus in which they may germinate, grow, and 
multiply; (2) to get rid of odours erroneously attributed to 
imperfect house drainage; (3) to perceptibly reduce sickness 
and mortality, especially in the poor districts, and so increase 
the reputation of the town. In connection with this subject, 
the next object to be held in view is to have this refuse 
effectually burnt by means of a destructor situated at a safe 
distance from the inhabited parts of the Borough. 

3.—The construction of an Abattoir (possibly more than one 
will be required) is a reform of the first magnitude. All that is 
now required is a good and convenient site. This having been 
secured the Council stand practically committed to a scheme for 
providing a public slaughter-house. With reference to this ques- 
tion, Dr. Letheby said, ‘‘ There are advantages in every possible 
way to be gained (by having public Abattoirs) in the diminution 
of nuisance, better slaughtering of animals, better condition of 
the meat, in the better disposal of the offal, and also in the 
better supervision and examination.” If, in addition, meat 
Inspectors were attached to see that none but healthy animals 
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were slaughtered for food, “visitors coming to Brighton would 
then be assured that they had there an advantage which has 
for so many centuries been of much important service to the 
Jewish people, an assurance which alone would be a great 
attraction.” (Dr. B. W. Richardson.) 

4,—All dairy stock should be accommodated outside the 
town. As things are now the animals must soon fall into 
indifferent health. 

5.—Such an extension of baths and wash-houses as will meet 
the urgent wants of the inhabitants of St. Peter’s and Preston 
districts. | 

6.—The construction of a grand swimming bath, comprising 
separate accommodation for the sexes, so situated as to meet 
the convenience of the people of the town generally. Here, 
all the boys and girls of our elementary schools should be taught 
the art of swimming as an integral part of their physical train- 
ing, so that the risimg generation of young men and women 
would have the great hygienic benefit accruing from this 
invigorating exercise, and be as much at home in the water, 
as they are expected to be in reading, writing, and arithmetic, 
and other useful subjects of instruction. 

In the sweeping away of (a) unhealthy houses and areas ; 
(6) the reconstruction of the worst forms of tenement property ; 
(c) the more frequent removal of ashes and rubbish; (d) the 
provision of an efficient destructor; (e) the housing of dair 
cows beyond the boundaries of the borough; (/') such a further 
extension of baths and wash-houses as to minister to the needs 
of the inhabitants of the northern parts of the town; (g) the 
construction of a grand swimming bath, so planned as to give 
separate accommodation for the sexes, and so situated as to 
comply with the demands of the people of the town generally— 
there is, it must be admitted, still a wide field open for the 
further improvement of the public health. The execution of 
each of these reforms would be signalised by a well-defined 
reduction of the sickness and mortality. By adopting them all - 
in their integrity, the death-tax would certainly fall from 15-04 
to at least 10 per 1,000, or even less. Such a death-rate as 
this would enable Brighton to compare favourably with any of 
her genuine rivals, and to stand forth pre-eminently as the 
largest and healthiest seaside health-resort in the British 
Dominions. 

APPENDIX. 


Brighton Improvement Act, 1884. 


Sec. 107.—Absolute power to close all cesspools. 
Secs. 108-110.—Power to insist on provision of waste pipes 
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and special water supply to w.c.’s without service of notice. 
(Action, however, is seldom taken without serving a notice.) 

Sec. 116.—Power to prevent filling up any land within 
Borough with offensive matters (made soils). 

Sec. 118.—Power to purchase by agreement any houses 
which are unfit for human habitation. 

Sec. 120.—Power to revoke slaughter-house licence if occupier 
convicted of selling, &c., diseased meat. This power is vested 
in the Magistrate’s Court. 

Sec. 121.—Power to prosecute in cases where unsound or 
diseased food is sold to customers before its condition was 
detected. 

Sec. 122.—Power to open boxes, &c., for purpose of inspec- 
tion of food. 

Sec. 99.—No new house to be occupied until drainage and 
water supply has been completed, and surveyor’s certificate 

iven. 

Sec. 100.—Height of new buildings shall not exceed distance 
from opposite side of street. 

Sec. 55.—Corporation on certificate of M. O. H. may demand 
list of milk owners’ customers.. ['This, at least in one case in 
my experience has led to the detection of a serious outbreak of 
disease. | 

Sec. 58. —Penalty on those persons ceasing to occupy houses 
without disinfecting them if necessary, or not giving notice to 
owner, or making false answers. 


Dr. Poorz (London) expressed the indebtedness of the section to 
Dr. Ewart for his able paper, and said that the lessons he had 
conveyed to them showed how well the authorities looked after the 
sanitation of the town of Brighton. He thought it was extremely 
interesting to note the improvement mentioned in the last two 
tables, and he hoped that many of them would, on their return home, 
convey to their friends that Brighton was one of the healthiest as 
well as most popular seaside resorts on the coast of England. 


Sir Dovetas Garon (London) pointed out the inestimable advan- 
tage of complete isolation in cases of infectious disease by showing 
that London, since it had established at Long Reach, down the river 
Thames, a small-pox hospital, whither all small-pox patients were 
speedily removed, had never at any time had more than one, or 
perhaps two, cases of small-pox to record, so that in this case, at any 
rate,. effective legislation was doing a great deal to stamp out a 
disease. With regard to the disposal of dust, he referred to a visit 
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he had paid in the spring to a place on the Thames near Chelsea, 
where an apparatus was used which in various ways made every 
particle of dust collected of some distinct use; some of it, after 
going through several processes, was made into brown paper; some 
was sold as breeze, and even for the old and broken crockery, when 
ground up, a good use was found. ‘The apparatus was used, amongst 
other bodies, by the Chelsea Vestry, and he strongly recommended 
all towns who were thinking of a method of disposing of their dust 
to inspect this apparatus for themselves. 


Mr. Henriques (Brighton) did not think with regard to house drain- 
age that the present state of the law between landlord and tenant was 
conducive to good sanitation. House drainage had certainly greatly 
improved in recent years, but very few knew the difficulties that had 
to be overcome, difficulties which had been enormously increased 
by the strained relation between landlord and tenant. Tenants who 
were very highly rented were unable to carry out improvements, 
whilst landlords did not choose to incur the expense. In this condi- 
tion of affairs it was the custom of public authorities with regard to 
sanitation in houses to make the owner liable for so much, and also 
to saddle the tenant with certain responsibilities. As this had an © 
unsatisfactory result he recommended that the Sanitary Institute 
_ should consider the expediency of introducing a Bill into the next 
Session of Parliament, rendering the owner alone liable for all 
sanitary improvements. It would sooner or later, he held, become 
a legal question that no landlord should let a house until it was 
pronounced thoroughly fit for occupation, and there was no better 
method of attaining this great end than to make the landlord re- 
sponsible. If the liability was thrown upon the tenant, the tenant 
was unable to pay because of his high rent. On the other hand the 
landlord could indemnity himself if the rent was low, whilst if it was 
high that of itself was a complete answer why no additional burden 
should be thrown upon the tenant. 


Mr. Henriques’ recommendation having been held to be quite in 
order, Dr. Ewart seconded it pro forma, and it was carried unani- 
mously. 


Mr. W. Warts (London) said, with regard to the remarks of Mr. 
Henriques as to the transfer of liability in regard to all sanitary 
matters in a house from the tenant to the landlord, that it was an 
arrangement very much to be desired, and he hoped that the Sanitary 
Institute would be able in due course to take the matter in hand with 
that object in view. The whole subject of legislation affecting 
sanitation was in a most disadvantageous condition as regarded the 
tenant. 
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On “The Value of Hygienic Knowledge to Women,” by Dr. A, 
T. SCHOFIELD. 


ABSTRACT. 


Introduction. 

Importance of subject. 

Quotations from Herbert Spencer, Lord Derby, &c. 

Present state of sanitation. 

Storage of life. 

Premature death. 

Needless sick beds. 

Money loss to Nation. 

Value of public sanitation. 

Deficiency of private sanitation. 

Leading diseases. 

Carelessness and ignorance. 

Present apathy among the laity. 

Necessity of general instruction. 

lustrations of this. 

Three forms of ignorance—harmless but disgraceful; hurtful 
and injurious; active for evil. 

Remedies. 

Value of hygienic knowledge in care of children. 

Illustrations of this. 

Value in emergencies. 

Value in houses. 

Value in poor visiting. 

Hints on preventive hygiene. 

Doctors as Health Officers. 

Present condition an anachronism. 

Women’s education still deficient in this science. 

Remedies. 

Value to teachers of young. 

Value to nurses. 

Money value. 

Life value. 

Conclusion. 
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On “ House Sanitation from the Householders Point of View,” 
by Prof. W. H. Corriexp, M.A., M.D. 


ABSTRACT. 


ProF. CorFIELD said that he had not intended to speak at a 
meeting of this Section, but to confine himself to judging at 
the Exhibition. He was, however, asked by the Congress 
Committee to make a speech upon House Sanitation, but he did 
not propose to treat the subject from a technical point of view. 

In the first place, they knew that the result of defective house 
sanitation was the production of diseases of one sort or another. 
Bad ventilation or overcrowding resulted in the production, or 
at any rate in the spreading, of consumption. No matter 
under what conditions, if they had bad ventilation and over- 
crowding, and people breathed the same air over and over 
again, they would have consumption spread. When they had 
overcrowding beyond that which caused the spread of con- 
sumption they had typhus or gaol fever. Where overcrowding 
had been abolished this fever did not exist, and again, it did 
not spread where there was no overcrowding. He had known 
of cases of typhus fever being removed from overcrowded 
places to places which were not overcrowded, but had not 
known of an instance in which a second case was produced by 
the introduction of the patient, although it was one of the 
most communicable of all known diseases. This showed that 
it only existed and spread under one condition, and that was 
overcrowding. In consequence of bad drainage they had a 
fever known as typhoid or enteric, and this was only known 
to spread where the removal of excremental matters was not 
properly carried out, and the excretal matter fouled either the 
air or the water. 


THe SPREAD OF DIPHTHERIA. 


Diphtheria had been attributed to defective sanitary arrange- 
ments, but now they were told they must not attribute it to 
any one cause, as one epidemic was the result of a different 
cause to that which led to another. However, there was a 
strong feeling that defective sanitary arrangements had to do 
with it. It used to be confined to villages, but now it was 
attacking London and other large towns. Sore throats often 
arose from gas from drains or escape of coal gas from defective 
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taps into bed-rooms, and there could be no question that a 
creat variety of other diseases were made worse, and in many 
cases they might be caused, by defective sanitary arrangements. 
When disease appeared in a house it was the fashion to get the 
house inspected and have the sanitary arrangements put to 
rights, but now some were getting wiser, and having their 
drains inspected before the disease broke out. He now proposed 
to tell them what a householder could do to ascertain for himself 
if there was anything very wrong in the sanitary arrangements 
of his house. He did not propose that every man should be 
his own sanitary inspector, but he should have knowledge which 
would lead him to call in aid when it was wanted. The senses 
of smell and of sight must be employed; a bad smell in a house 
indicated bad sanitation of some sort or other. 


A. WorpD ABOUT DUST-BINS. 


Whenever they had bad ventilation or overcrowding, and when 
the air had been breathed over and over again, there was a 
smell of what they called stuffiness, and when they entered a 
room from the outer air and smelt this, they might be sure the 
place was not fit to live in. Stuffiness, too, was often produced 
by too much furniture and too many carpets and druggets. 
He need hardly go into details now as to how air in a room 
could be kept sweet. Another smell frequently noticed about 
a house came from the dust-bin. A dust-bin should not 
contain anything that would smell, but it was a well-known 
fact that in towns they frequently did. Dust-bins, too, should 
never be constructed against the wall of a house, as the smell 
got into the walls and was conveyed into the lower apartments, 
and often spread through the walls to the upper floors. The 
small tubes containing bell-wires which ran from floor to floor 
were often the means of conveying smells from the basement 
of a house to the drawing-rooms and bed-rooms. In man 
houses if they lit a piece of brown paper in the bhoot-hole, 
through which the bell-wires passed, or in some other place in 
the basement which was not particularly sweet, they would be 
able to detect the smell of it in upper rooms. 


DEFECTIVE Furs, AND Gas In BED-ROOMS. 


Another smell arose from defective flues. The lining of 
flues was often cracked off and the brickwork laid bare, par- 
ticularly where fierce fires were burned, and then the smells 
got through the walls into the rooms above. This smell was 
peculiar, but it was known at once to those who were accustomed 
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to it, although until they got used to it it appeared very much 
like. ‘the smell of a drain. The escape of gas in a bedroom, 
although it might not be detected by the gasfitter when he 
applied a light, was often not noticed except by the person 
sleeping in the room, who got a sore throat, and he (Dr. 
Corfield) thought it a mistake to use gas in a bed-room at all. 
He had known quite a sore throat epidemic springing up in 
houses, and especially in country houses, through the escape 


of gas. 


DRAIN PIPES AND OVERFLOWS. 


Another cause of smell was the connection of overflow pipes 
with the drains, which pipes, as well as the waste pipes from 
sinks and lavatories, should discharge over traps in the open 
air. Even when they were disconnected smells sometimes 
arose through air coming from the outside up long pipes, which 
must necessarily become foul, and traps should be used to 
prevent this air coming into the house. A simple bend in a 
pipe—like the one he produced—was the best plan to adopt, 
as it was the most simple, and the trap was continually flushed 
by the water passing through it. No complicated form of trap 
should ever be used. Continuing, he said bad smells were 
often caused through water-closets and sinks not being next to 
the external walls, so that they could be ventilated from the ex- 
terior, although it might be thought that closets with a shaft 
running to the top of a house was properly ventilated. The 
building of a closet in the middle of a house was a far more 
serious matter than it appeared to be, for the pipes had to be 
carried down inside the house, and drains had to be laid under- 
neath it, when this could often be avoided. He pointed out 
the great necessity of ventilating soil pipes, and then, alluding 
to the way in which the sense of sight must be used, said every 
occupier should make an inspection and see that all waste and 
soil pipes were carried direct to the outside of the house, and see 
that soil pipes had ventilating pipes of the same size running 
~ from them to above the top of the house and free from windows, 
and also from chimney stacks, which caused a downward draught 
when the wind was in a certain quarter. In conclusion, he 
pointed out the necessity of separate cisterns for the supply of 
drinking water and for closets, and also the necessity for a 
disconnecting chamber for the drain, with an inlet for fresh 
air not blocked with talc flaps or any such contrivances. 
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On “The Bearing of School-Attendance upon the Spread of 
Infectious Diseases,’ by ArtTHUR NEwsHOLME, M.D., 
D.P.H.Untv.Lonp.,-Med. Officer of Health for Brighton. 


ScHooL life forms such a large portion of that of the nation, 
and engages such a large proportion of the total population, that 
its bearings on the public health are of the utmost importance 
to the whole community. I shall, in the remarks which follow, 
omit all consideration of private and other schools which are not 
under government inspection, and which do not receive grants 
of money from the Education Department. My remarks apply 
only to public elementary schools (board or voluntary). On the 
31st August, 1889, there were 19,310 such schools in England 
and Wales, having accommodation for 5,440,441 scholars, and 
having on their registers 4,755,835 Shoat and an Leaverage 
attendance during the year of 3, 682, 625. 

It is important for us in the first place to ascertain whether 
these schools have caused an increased prevalence of infectious 
diseases. Let me say at the outset that I am fully cognisant of 
the great benefits which will accrue to the whole community from 
a universal system of elementary education, that I have the 
utmost admiration of, and sympathy with, the teachers in their 
noble work; and that I value such education so highly that I 
should regard it as justifiable to incur considerable risks of 
increased prevalence of infectious diseases, were this necessary, 
in order to secure the advantages to be derived from universal 
elementary education. 

Of the infectious diseases occurring at school ages, scarlet 
fever, diphtheria, measles, and whooping cough are the only four 
which need occupy our attention. Compulsory school attendance 
began soon after the passing of the Elementary Education Act 
in 1870, and the accompanying table shews the mortality from 
these four diseases before and since 1870. 


Annual Death-rates per Million of the population from several 























Diseases. 
5 years, | 5 years, | 5 years, | 5 years, | 5 years, | 4 years, 
1861—65. | 1866—70. | 1871—75. | 1876—80. | 1881—86. 1886—89. 
MCR BIES .. ycrecivbe messes 456'6 428°4. 373'2 384'8 4102 455'3 
Scarlet Fever............ 982°4 959°8 758°8 679°6 434:0 238'3 
Whooping Cough ...... 5158 6450 498°6 | 527°2 456°6 430°0 


Dip GHeria: z52.cdecseahons 247°6 126°8 120°8 121°8 155°6 157°3 
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It will be seen that measles and whooping cough have altered 
but little in their rate of mortality, during the period stretching 
from 1861 to 1889; that the mortality from scarlet fever has 
greatly declined; while that from diphtheria, though at the 
present time not so high as in the period from 1861-65, is higher 
than in the intermediate years. 

Let us compare with this result the increased numbers who 
attend elementary schools. It will be seen from the following 
table, that while only 5:12 per cent of the total population were 
in attendance at elementary schools in 1870, the proportion 
steadily rose to 12°69 per cent in 1889; or stating the number 
in proportion to the entire population aged 5 to 15, it increased 
between 1870 and 1889 from 22-7 per cent. to 55 per cent. 











rin Average cent. of Tota Per cent. of, 
Years. Rg iiaath . pete ; ee eae 
1870 1,152,389 512 22°7 
1876 1,984,573 812 35'°7 
1880 2,750,916 ROT 7. 46°7 
1885 3,011,825 12°26 53°1 
1888 3,614,967 12°62 54°5 
1889 3,682,625 12°69 55°0 


Compulsory school attendance begins at the age of 5 years, 
It usually terminates in the 13th year, or earlier. It will there- 
fore be more satisfactory to compare the present death-rate 
from these four diseases at school ages, with the average 
death-rate from the same diseases in the decennium ending with 
the year in which compulsory school attendance became a part 
of the law of the land. I cannot obtain the death-rates for the 
ages 5-13, but the group 5-15 obtainable from the Registrar 


General’s reports is sufficiently near for our purpose. 


Death-rate per Million hving, aged 5 to 15 years. 





Percentage 
10 : 4 

| agree sgomen, | Ines 
BG ON OS chic oie ta. Seaccbintitnid ove scaticntsicatone ts 141 162 Sale 
WUHOOPINE COUT ~.aheiecsiersssoesencees 84 65 —22'6 
WCAEEU MP OCVEE) aicasecssusseeess sugaseetce dee 1387 309 —799 
BROMO. Hi accckriscdddedvoss ucoaulsadess 272 247 — 92 


From all Four Diseases......:.......s++. | 1884 | 783 | — 58°4 
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It will be seen that in the case of measles the rate of 
mortality has increased by 14:9 per cent.; in the case of 
whooping cough it has declined by 22°6 per cent.; and of 
diphtheria by 9°2 per cent. at school ages. The figures are on 
such a large scale that they are not open to the fallacies caused 
by accidental variations in different parts of the country or in 
single successive years. If we take these remarkable figures in 
conjunction with the fact that whereas in 1871 the number of 
scholars in average attendance at the elementary schools of the 
country formed 22-7 per cent. of the total population, aged 5 
to 15, in 1889 they formed 55 per cent. of the population, 
aged 5 to 15, it will be evident that the association between 
school attendance and the spread of infectious diseases is not so 
close as is usually supposed. 

It might, with a superficial show of reason, be argued from 
the preceding figures that school attendance has no tendency to 
increase infectious disease; and I think my figures prove that 
this tendency has been exaggerated.in the popular mind, and 
even in the minds of many sanitarians. But it would be a 
serious error to conclude that school attendance has no such 
influence for evil. It is a matter within the experience of every 
Medical Officer of Health that the occasional attendance at school 
of children who are convalescing from, or in the earliest stages of 
an attack of an infectious disease, is a not infrequent cause of 
the spread of such disease ; and in the case of measles we have 
seen that the present death-rate is higher than the death-rate 
which obtained during the ten years before compulsory school 
attendance began. | 

It becomes therefore an interesting and important inquiry to 
ascertain how any such possibilities of evil may be. still further 
diminished in the future; and this will form the main enquiry 
of my paper. And in pursuing this inquiry I would say that 
first and foremost the Medical Officer of Health must have a 
complete and early information of every case of infectious 
disease. Now that compulsory notification of infectious disease 
has become so general (one might almost say universal), this 
object is attained’in most districts in the case of scarlet fever 
and diphtheria. J am of opinion that similar knowledge should 
be attainable for measles and whooping cough, as either of them 
is more fatal to the community than scarlet fever or diphtheria. 
Such knowledge would enable us to educate the general public, 
and by judicious pressure gradually enforce the complete isolation 
of all infectious cases and the quarantine of healthy children in 
infected houses. It would appear, however, that in regard to 
whooping cough at least, the necessity for isolation has not 
been sufficiently grasped even in sanitary circles, This is 
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brought out by a letter addressed by the Society of Medical 
Officers of Health in April, 1886, to the clerk of the London 
School Board, in answer to a letter addressed to the society by 
the Board asking for information concerning certain infectious 
diseases. I must enter a mild protest against the following 
statement in the letter im question : « Aoain, in the case of 
whooping cough. If a child itself is suffering from this disease, 
it ought certainly to be excluded; but having regard to the 
fact that the danger from the disease is not so great at school- 
attending ages, the society would not prohibit the attendance 
of healthy children coming from infected families.” In order 
to support my objection to the plan allowed in the passages 
quoted, I must make a somewhat detailed statement. The 
age of the scholars in elementary schools has an important 
bearing upon the point in question. 

Now, in 1889, of the total number on the school registers— 

31 per cent. were under 7 years of age. 
66 me 5, between 7 and 13 years of age. 
and 3 » over 13 years of age. 

I am obliged ‘to assume that the mortality returns furnish a 
fairly reliable indication of the relative prevalence of the four 
infectious diseases under consideration at different ages, as no 
very complete figures of the total number of cases of any one 
of these diseases are available. 

The following table shows the proportion of the deaths from 
these diseases occurring at different ages during the year 1888 :— 




















Percentage of Total Deaths occurring from 
é eae : each Disease. 
COLDS 8 7 At all 
all ages Under s 
ee 1—3 38—5 | 5—10 | 10—15 | High 
1 year. | eee 
IPUBASLER CS 2... pte ncanar ces 9784 | 202 | 549 | 163 76 0°5 0°5 
Whooping Cough ......... 12287 44:0 | 42°3 | 10°2 3°3 Ol Ol 
scarlet Peover -.......0.cs000s 6378 ST 1 309 | 209 | 25:3 Bl 37 
DPC TIA © 5 S20 spss aaa 4815 51 | 241 | 26°38 | 3b? a7 1 











It will be noted that the largest percentage of deaths from 
all these infectious diseases occurs between the ages of 1 and 5, 
and this applies especially to Whooping Cough and Measles. 

It is usually supposed that the number of children attending 
school at these ages is very small, and this impression was 
evidently shared by the Society of Medical Officers of Health, 
when the letter which I have quoted was written. As a matter 
of fact, in 1889, 464,144 children on the registers were below 5 
(or'9° 3 per cent of the total scholars at all ages), while 
1,031,626 were between 5 and 7 years of age (21 per cent. of 
the total scholars). 
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I have no figures giving the proportion of deaths from the 
above four diseases between 5 and 7 (the smallest group given 
by the Registrar-General being 5 to 10); but an examination 
of the above table will show that whooping-cough has, at least, 
13°5 per cent. of its total mortality between the ages of 3 and 
10, and 10-2 per cent. of its total mortality between 3 and 5, 
when a large number of children are in attendance at school. 
That a very considerable proportion of the mortality from 
whooping-cough occurs at school ages, is further shown by the 
following table taken from the 51st Report of the Registrar- 
General, and founded on the experience of the whole country, 
from 1848 to 1887. | 


Annual Death-rate per Million living at each age or group of ages. 





























Period taken 
for Under 1 year.| 1—2 | 2—3 | 3—4| 4—5 | 5—10 | 10—15 
Calculation. 

Moasloa: Males ...... 1848—87 3011 (5812)2883,1599) 926) 2386] 25 
* (Females... Do. 2515 |5462/2935)1680] 956) 259) 382 
Whooping (Males ...... 1848—87 6769  |4930|2071)1086} 584) 118 5 
Cough. (Females... Do. 7306 |6223/2954/1629) 859) 179| 10 
Scarlet (Males...... 1859—87 1664 |4170/4676)/4484/3642) 1667 | 346 
Fever. (Females... Do. 1384  |8874)4491/4332/3556 1613 | 381 
Diph- Males ...... 1859—87 464 720| 675) 757) 690) 337 | 100 
theria. (Females ... Do. 356 665} 731) 835) 782) 434) 147 


It will be evident from this table that although the death- 
rate from whooping cough is not so high between 3 and 5 as © 
that of scarlet fever, it is higher than that of diphtheria, and if, 
as is generally acknowledged, it is desirable to keep apparently 
healthy children in an infected household away from school in 
the case of diphtheria, there is no valid argument against the 
same course being adopted for whooping cough. I would 
maintain that “ having regard to the fact,” that 10:2 per cent. 
of the total deaths from whooping cough occur between the 
ages of 3 and 5, at which ages (or at least at all ages below 5 ; 
some are even younger than 3 years, which would strengthen 
my case) 9°3 per cent. of the total scholars on the registers of 
English Elementary Schools are attending school, it is the 
bounden duty of all Medical Officers of Health to use their best 
endeavours to prevent the attendance of children at infant 
schools, so long as a case of whooping cough remains in the 
same house. I do not think we should be justified in keeping 
all children in the infected house away from school; but I 
would commend to your favourable attention the practice 
adopted in Brighton, of keeping all children away from the infant 
school who come from a household where whooping cough exists. 


ARTHUR NEWSHOLME. 105 


In regard to the other diseases named, I believe there is no 
discrepancy of opinion. It is recognised that whether the disease 
is scarlet fever, diphtheria, or measles, the parents must be 
warned against allowing other children in the house to attend 
school. 1 fear it is not an equally universal procedure to warn 
the teacher against admitting children from infected houses to 
school. Parents will persist in sending their children to school, 
notwithstanding advice from their medical attendant or the 
sanitary officials; and the fact that this occurs every day, is 
one of the strongest arguments for the compulsory notification 
of whooping-cough and measles, as well as of scarlet fever and 
diphtheria. 

The intimation should be sent direct from the Silane 
Office to the head teacher of the school, aud not indirectly to 
the School Board, as has been suggested. It is only by the 
former plan that the tedious delays of officialism can be avoided, 
and the efficacy of the intimation as a preventive measure 
secured. 

In some towns, I believe, the plan which I have introduced 
in Brighton is adopted; but, as it appears to be rather the 
exception than the rule, I append a copy of the circular letter 
which we forward to the head teacher when an infectious case 
occurs im a house from which children attend school: If 
children from the same house attend in the boys’, girls’, and 
infants’ departments of a school, a letter is forwarded to the 
head teacher in each of these departments. The plan works 
smoothly, and with little expenditure of time and labour, and I 
have reason to believe that it is very efficient in preventing 
infection. It also leads to friendly relationships with the 
_ teachers, and to their giving every Ole information on 
points relating to the public health. 


“‘ Health Department, 
Town Hall, Brighton. 


PRIVATE. 
= CREASES SR Mp ire Te 189 
WEA ycacecesciee 
CS Co A ETRE ONES On SU ro mey a eee is now ill at 
Rreriibe SUPE OUI 1 ROMN  70r0 deco oc nloinss on cs Miiinid net adiswnsinn's io8e:04 She aies 
He should not be allowed to return to School for............ 


days, and during the same period no other children from the 
same house should be allowed to attend School. 
Yours very truly, 


.RTHUR NEwsHotM®, M.D., 
Medical Officer of Health.” 
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I cordially acknowledge the help which I have always found 
teachers ready to render in preventing the children of infected 
households from attending school. But on another point I 
must enter an emphatic protest against a practice which is, I 
believe, fraught with danger to the public health. This is the 
practice of sending scholars to enquire the cause of absence of 
absentees. ‘The usual practice adopted is for the teacher to 
enquire of his or her class, “ Who lives in the same street as 
John Jones?” (naming an absentee). ‘Then will you take 
this note and enquire why he is not’at school this morning?” 
In cases which have come under my own observation, children 
thus sent by their teacher have been ushered directly into the 
living-room, in which children suffering from scarlet fever or 
measles or some such disease are lying. The answer usually 
given by teachers when I have*protested against this practice 
has been, “Oh! we do not send children when we know that 
there is infectious disease in a house.” Of course not! But 
then there are the 99 out of every 100 cases in which the cause 
of absence is unknown; and I am in a position, from personal 
experience, to say that the practice is highly dangerous and 
most objectionable. It is easy to understand why the teacher 
is so anxious to secure the regular attendance of his scholars. 
Even if his income does not directly depend on the percentage 
of passes. he secures (and I am glad to find that this system of 
payment by results is steadily tending to become obsolete), yet 
his professional reputation and future promotion are largely in- 
fluenced by the results he obtains; and these results are in a 
great measure determined by the regular attendance of his 
scholars. In addition, a large proportion of the Government 
Grant is given on the basis of the average attendance, and 
there is therefore: every inducement for both teachers and 
school-managers to urge the early return of absentees to school. 
In one case which came to my knowledge, two children, just 
convalescing from measles, were offered one penny each if they 
would be sure and come for the Government Inspection on 
that day ! 

But it will be said, there are special school-attendance 
officers whose duty it is to look up absentees. This is true, 
but their number is quite insufficient to cope with irregularity 
of attendance. They can only deal with the more persistent 
truants, whose parents may need magisterial interference. The 
rule in Brighton is for these officers to look children up. who 
have been absent 3 or 4 times out of 10 possible attendances 
per week. That they can do no more is shewn by the fact 
that in Brighton there are only six attendance officers, while 
in May of this year there were 16,951 on the rolls of the 
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elementary day schools of the towns, and 13,351 in average daily 
attendance. This means a daily average of 3,600 absentees, 
divided among 23 boys’ schools, 33 girls’ schools, and 35 infant 
schools, and implies 600 visits per diem for each officer, if 
complete and daily oversight is to be maintained. 

Then again, such visits of the attendance officers are only 
made after 3 or 4 days’ absence; and what the teacher is 
anxious to ensure is that any scholar who is absent from school 
for half-a-day shall be looked up, and the parent urged to 
enforce regular attendance. 

Several years ago, in consequence of a report by me, this 
subject was brought before the London School Board, and the 
Board, I believe, announced that they “discouraged” the prac- 
tice of which complaint was made. But it is notorious that the 
practice is almost universal, and that something more than “ dis- 
couragement”’ is required. I can scarcely blame the teachers for 
doing as they do under the circumstances. The only remedy 
which appears to me to be practicable, is to have a special officer in 
connection with each board school and voluntary school appointed 
by the school board, whose duty it would be to look up absentees 
morning and afternoon. His duties would in no way clash with 
those of the present attendance officers. It would be his duty 
to hand over obstinate cases to the latter, to be dealt with by 
legal measures or otherwise. Some such plan as I have 
suggested would remove a great danger from our midst, and 
would I believe, if combined with an absolute veto against home 
visitation by scholars, relieve teachers from their present anxiety 
to secure by every means a good average attendance. 

I began this portion of my subject by inquiring how the danger 
of infection, in connection with school life, may be reduced 
to a minimum; and I have ‘advocated in this connection— 
(1) the compulsory notification of measles and whooping cough, 
as well as of scarlet fever and diphtheria; (2) the complete 
_ isolation of infectious cases and the quarantine of children in 
infected houses; (3) that whooping cough in a house should be 
no exception to the rule, but should preclude all children of the 
same house from attending infant schools; (4) that the Medical 
Officer of Health should give prompt and direct intimation to 
the head teacher, of any case of infectious disease among his 
scholars, and instruct him as to the duration of the infectious 
period; (5) that teachers should be strictly forbidden to send 
children to enquire the cause of absence of absentees, and that 
a special officer should be appointed for each school to visit such 
absentees. | 

Two other measures remain to be considered. 

(6.) The importance of instructing parents and scholars in the 
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laws of health. Much mischief in spreading infection is done 
in ignorance, an ignorance which is so crass and pertinacious 
that it is difficult to realise that the sin is not being committed 
against light and knowledge. As I shall have something to say 
on this evil and its remedy on Thursday, I need not further 
dilate on it to-day. 

(7.) The closure of schools, owing to the presence of infectious 
disease among the scholars, is a step which has been frequently 
taken of late years, but it is one the frequent necessity for 
which I very much doubt. If we had compulsory notification 
of whooping cough and measles, as well as of scarlet fever and 
diphtheria; if the sanitary staff in each district were efficient in 
numbers and sufficiently energetic, such a measure would, in my 
opinion, be only required under one condition, viz. :—when insan- 
itary conditions in the school itself had given rise to disease. But 
as matters now stand, an-epidemic of measles: not uncommonly 
reduces the average attendance of a school by one half before 
the Medical Officer of Health is fully acquainted with its 
existence. Under these circumstances it is sometimes necessary 
to recommend the closure of a school, especially when there are 
reasons for believing that the children meet chiefly if not solely 
in school. What we require is prompt and complete information 
of every case of measles, and then it would, I believe, be seldom 
or never necessary to close a school on its account. Let 
erysipelas and puerperal fever be expunged from the list of 
notifiable diseases (or at least the first of these), and let measles 
take their place. It is true that considerable expense would be 
incurred at first by such notification, as measles so. rapidly 
spreads; but its rapid spread is largely due to our ignorance of 
its presence, and to the fact that we have hitherto scarcely 
attempted to cope with it. We have, in scarlet fever, an 
instance of what preventive measures can effect; if measles be 
more difficult to deal with owing to its infectiousness before the 
rash appears, let us not be daunted by the task, but do our 
utmost to secure complete and prompt information in regard 
to it, and we shall then have done much to add it, as well as 
whooping cough, to the list of diseases which are becoming 
steadily diminished by sanitary measures. 


Dr. Srrone (Croydon), in commencing the discussion, said the 
lecturer had not denoted whéther the mortality arising from whoop- 
ing-cough was divided at all as to the time of year, because that 
would have a vast influence on the number of deaths. As to the 
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question of constituting teachers administrative officers under the 
conditions suggested, he was opposed to the idea, and held that there 
should be an Infectious Diseases Officer, who should himself go to the 
house of illness and investigate the circumstances of the case. The 
spread of measles he thought might be traced to the fact that the 
working classes thought so little of it. Then, although people were so 
particular in not allowing their children to go with others when those 
others were recovering from illness, yet when their own children were 
unwell they thought they could not possibly give their companions 
anything. 


Dr. Syxzs (London) dwelt upon the case mortality, which had an 
important bearing upon the relative value of various diseases. 
The mere whoop did not constitute whooping-cough. He was 
doubtful of whooping-cough being as prevalent as it was stated 
to be. With regard to measles, that ought to be notified because it 
was a specific disease. If each disease was allowed to stand on its 
merits the case would be met. 


Mr. H. H. Conuins, F.R.I.B.A. (London), as Chairman of the 
Sanitary Committee in Paddington, was glad to learn that there was 
unanimity of opinion in including measles among the diseases which 
ought to be notified. A curious circumstance had been encountered in 
making investigations into the outbreak of diphtheria in Paddington ; 
it was, that in almost every instance, upon measles had supervened 
diphtheria. It was not for him to say that the causation of diphtheria 
was measles, but certain it was that diphtheria had supervened, and 
with very disastrous results. At all events, the circumstance showed 
the absolute essentiality of making measles one of those diseases 
which should be notified. That the remarks which had been made 
were justified was shown by a recent report of the Local Government 
Board, in which, out of six cases of diphtheria outbreak which had to 
be inquired into, in every instance the cause of the dissemination 
of disease had been through schools. He also insisted upon the 
necessity of obtaining information at once. 


Dr. Armstrone (Newcastle) said that in the town he represented 
measles was most fatal. Schools were always blamed by poor people, 
sometimes rightly and sometimes wrongly, as the source from which 
the children had caught the disease. He considered the principals of 
schools should be informed that various diseases became infectious 
and the time they continued to be so. With regard to scarlet fever 
especially, school principals and others had very little knowledge 
of its period of infectivity; he favoured certificates of health being 
required at the opening of each session in schools. 


Dr. Kumpsrer (London) took it that the practical outcome of the 
paper and discussion had rather tended to show that the Medical Officers 
of Health were unanimously of opinion that measles should be included 
in the list of notifiable diseases. He was sorry he could not agree 
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with Dr. Sykes as to the character of whooping-cough, for the 
mortality arising from the two diseases combined had greatly exceeded 
all other mortality from zymotic diseases.. He thought it would be a 
great thing if some expression of opinion could go from them that 
measles should be included in the notifiable diseases, and he should 
like to move a recommendation to that effect. | 


Dr. A. NEwsHoLME, in answering the comments which had been 
made upon his paper, said he thought it should simply be the duty of 
the head teacher to prevent the children from an infected house from 
coming to school. He thought it would be better, perhaps, to consider 
measles and whooping-cough apart, to first make measles notifiable 
and let whooping-cough come afterwards. 


On “A National Health Service,” by The Hon. F. A. R. Russet. 
ABSTRACT. 


THE objections to the exercise of a strong and uniform State 
control and supervision do not hold in respect to infectious 
diseases. These evils arise from causes which are well known, 
and can be greatly reduced by the application of certain well- 
known principles by a central authority, having the advantage 
of full information concerning the distribution of infectious 
diseases throughout the country from day to day, and of the 
services of sanitarians of the highest skill and ability. Most 
localities do not take much interest in bringing their districts to 
a high degree of salubrity, and many medical officers receive so 
small a salary that their occupation as such is disregarded in 
comparison with their private practice, which they are still 
allowed to pursue. In fact, the Sanitary Acts in the rural 
districts and in very many small towns are a failure, and 
through this failure the whole nation suffers. A neglected 
village may be the cause, through milk, water, or ordinary 
intercourse, of destructive epidemics in neighbouring or even 
distant towns or counties. Infective diseases ought, like fire, 
to be under the constant and effective supervision of an authority 
for the whole area over which the destructive power is likely to 
spread if unchecked, and this area, in the case of infection, is 
the whole country. A Ministry of Health might learn, from 
the notification already adopted by over three-fourths of the 
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country, the distribution and progress of various diseases, and 
its officers might be continuously conducting a campaign against 
them by the best.known means. 

The conditions which favour the spread of infection are so 
well known that there would be little difficulty in arresting an 
outbreak at its inception. The experience of the Westminster 
Sanitary Aid Association was that even in the midst of a 
crowded population, and in the case of so easily caught a disease 
as scarlet fever, it was possible to confine the fever within very 
narrow bounds. The Sanitary Aid Association of Hastings 
almost put an end to infectious illness in that town, although 
of course many visitors must have resorted thither before being 
perfectly safe. In fact, few Local Authorities have attained 
the degree of immunity from zymotic disease which is really 
possible for the whole nation to reach, if willing to conform to 
certain rules which are beneficial both to the sick and the 
healthy. Diseases arising from impure conditions of water, or 
air, or milk, can be easily reduced in their places of origin, and 
prevented from spreading by isolation and disinfection. But 
the amount of knowledge, training, and authority required to 
deal adequately with them is such that no body, other than a 
Government or National Department, could fitly undertake the 
task. And when these infections are constantly travelling 
beyond county boundaries, even a County Council cannot keep 
their ramifications within view. Rabies was never put down 
with very much success except by State Authorities, for the 
same reason, that it is carried rapidly from place to place, for 
the rabid dog runs. But where the Government deals seriously 
with rabies, by general muzzling and care respecting imported 
dogs, hydrophobia ceases to exist. It is also becoming apparent 
that the only right way of dealing with the pleuro-pneumonia 
of cattle is to place the responsibility altogether in the hands 
of the Central Authority, and to obtain thus the prompt and 
scientific treatment which was not always given by the counties. 

The plan recommended by the Joint Committee on State 
Medicine, of the British Medical and Social Science Associa- 
tions, still appears the best which can be devised. By it there 
was to be created, instead of the many local authorities now 
existing, one elected and representative body, clothed with all 
executive functions, whether municipal or sanitary, within the 
area of its jurisdiction. The Health Officers of the County 
Boards were to be men of high scientific attainments and 
acknowledged ability; paid adequate salaries for superintending 
the whole or a division of a county; to these were to be added 
medical officers of districts, and all were to form one great 
Department of the State, under the presidency of a Minister of 
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Health, but all these officers were to be under central control, 
‘so far as making up one great body of workers for general State 
medical purposes. 

The fact is, infectious disease is not merely local, and cannot 
be dealt with effectually by Local Authorities, because if one is 
active, another is negligent, and because such separate and 
uninformed Authorities cannot attack the enemy with anything 
like the force or precision of a tramed brigade. There is no 
escape from the urgent need of State control in respect of 
epidemic and spreading diseases, for a single neglected district 
is a danger to the whole nation. 


On “ The alleged danger to Public Health, arising from effluvium 
nuisance from Gas Works,” by WauTER HEPWORTH 
Couns, F.C.8., F.R.M.S., &e. 


From time to time public attention has been drawn by various 
means to the offensive smells emanating from the process of gas 
manufacturing and other operations incident thereto, and such 
odours have been credited with producing or encouraging various 
ailments of a more or less serious character. 

The influence on the death rate by many of our manufacturing 
industries carried on in large populated towns, is a department 
of public health which appears to have been somewhat neglected 
by our various sanitary authorities; when however, either by 
some accident or design, their attention is directed to the 
subject, they attribute, perhaps through misinformation . or 
ignorance as to precise nature of the so-called noxious industry, 
so many and peculiar causes of sickness as to render the 
suggestion absurd. 

Recently, however, it has been suggested by eminent sani- 
tarians that the effluvia from gas works are of a most injurious 
nature, and in fact absolutely deleterious to health ; and further, 
that they are a most important factor in considering the high 
mortality of some of the larger manufacturing towns in this 
country. 

This suggestion is of great importance, and as there does not 
appear to be any recent data of a reliable nature as to the 
condition of the air in the immediate vicinity of, and the alleged 
injurious effluvia arising from, works of the character in question, 
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one of the objects of this investigation has been to secure such 
- data and place it on record in the Transactions of this Institute, 
where it will be readily accessible for reference. 

The gas works of such towns are, as a general rule, situated 
at the lowest accessible level, and, particularly in the case of 
old works, are surrounded by cottage or other property of 
an indifferent character; the adjacent neighbourhood being 
tenanted usually by the lower labouring class, whose sense of 
smell would not appear to be of a cultivated or refined type. 

The process of gas purification is subject to constant change 
and improvement, and therefore it may be as well to briefly 
state at this stage the ordinary cycle of operations usually 
carried on in a large modern works, in the neighbourhood of 
which these investigations were carried out. 

The crude gas from the retorts and hydraulic main is first 
conducted to the condenser, and its temperature reduced to 
about 60° F., when much of the watery and tarry matter is 
thrown down. It is desirable not to reduce the temperature of 
the gas below 58° F’., so as to avoid depositing the naphthalene 
and other valuable illuminants, and consequently impoverishing 
the gas. 

The, gas is then led on to the exhauster, which is a mechanical 
contrivance for reducing the pressure on the retorts, for helping 
the gas forward through the purifying apparatus, and for other 
purposes which it is unnecessary to describe in detail here, 
inasmuch as the machine plays no part in the specific purification. 
The gas at this stage is very crude, and any leakage or escape 
would undoubtedly cause a most offensive nuisance, as it contains 
large quantities of sulphuretted hydrogen, ammonia, carbonic 
acid, carbonic oxide, and cyanogen compounds. Most of these are 
affected, and some removed in the next process of purification— 
washing and scrubbing. The apparatus generally consists of a 
large chamber (of various forms) mechanically arranged so as 
to offer a large surface, constantly “sprayed”’ with water, to the 
gas. The water in this apparatus practically absorbs the 
ammonia, and, when not saturated with this gas, such quantities 
of the carbonic acid, cyanogen, and sulphur compounds as the 
ammonia can combine with, and thus forming carbonate, 
sulphide, and sulphocyanides of ammonia. The water is then 
the “ gas-liquor,” or ammoniacal liquor of commerce. The gas 
is then led on to the “purifiers,” which are either of lime or 
hydrated oxide of iron, or both, and here the carbonic acid is 
removed, and the noxious sulphur compounds reduced in the gas 
to a practically non-injurious quantity. The cycle of purifica- 
tion is thus complete, and the gas passed on to the holder ready | 
for consumption. 

H 


114 DANGER TO PUBLIC HEALTH FROM GAS WORKS. 


We now come to consider the character of the nuisance 
arising from the retort house, and also from the purification: 
processes above referred to, and their general bearing on the 
public health. The greatest nuisance is undoubtedly due to 
the smoke given off during the charging and drawing of retorts ; 
to the generation of “water-gas,” when the red-hot coke is 
quenched with water; to the escape of crude-gas from the 
mouth-pieces of the retorts; te the smoke given off from 
imperfectly “carbonised” charges; to the firing by the stoker 
of the tarry matter and dust accumulated in the retort mouth- 
piece during distillation ; and to the long smoky flame emitted 
from the retort when the lid is removed on account of a stoppage 
in the ascension pipe. 

All these operations, when indifferently carried on, are 
offensive, and undoubtedly cause a most dangerous nuisance. 

The following analyses show the condition of the air flowing 
from the ventilators of the retort-house roof. ‘The samples 
were taken from different gas works, A being in a densely- 
populated town, B being a small works situated in the country. 
Both samples were highly charged with fine dust of a 
carbonaceous character. | 


TABLE A, 
| A | 6 | 
‘CaVbOniC (ACIA! ’¢..0.c0sesases saan | 2:29 731 | Per cent, . 
Carbonic OXi06....<.cs.2ec.ccanaies 4°26 9°36 Be 
ATINTINONIA,” Scsenededs cis celcen ree eeeabs | 6°23 9:41. | Milligrams in cubic metre, 
Sulphuretted Hydrogen ......... 716 | 125 3 Bs 


The air outside the gas works, 250 yards away in each case, 
had the following composition :— - 





TABLE B. 
| A. B. | 
CarhOniGc Ald... eiccesmsreskecncwses 2°03 | Trace. | Per cent. 
CALVONICOKIGO:. ..0.0.cscssedcesses None. | None. hs 
WAM TMONUIOY 42 5. cediceotaeln seeseds ..| 0°095 | Trace. | Milligrams in cubic metre. 
Sulphuretted Hydrogen......... Trace. | None. ve Pa 


The above analyses show how rapidly the noxious gases are 
dissipated, and also indicate the precise source of the nuisance. 
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Both samples in table A. are of a foul and highly dangerous 
nature, and should be utilized or conducted into a “destructor” 
or chimney stack. The following analyses: are of a sample 
of air taken in the gas works yard, four yards from the 
“condenser ” :-— 





TABLE C, 
| AY B. | 
PALVOMIC ACO « cas ccevcenwiesnseeus 1:93 | Trace. | Per cent. 
ParHonie- O16... 05. sss vescsceosces None. | None. - 
PRISNEPIO ELEN vouch deste tacectscesteci ess 0-16 | Trace. | Milligrams in cubic metre. 
Sulphuretted Hydrogen.........| Trace. | Trace. ,; is 


From this table it appears that no appreciable nuisance arises 
from the “ condenser.” 

The “ washer ” or “ scrubber” does not appear to pollute the 
air very much, as the following analyses show :— 








TABLE D. 
Pet OOUIC ACIO: a. isetanccnnewincees 1:96 0:09 | Per cent. 
CAarpOmie! OXIME: «ole 50 cocegeseceet 0:03 0°04 Es 
PRUE OWLS. “aisiasevn ecg essasddesssoenns 0°03 0°06 | Milligrams in cubic metre. 
Sulphuretted Hydrogen......... 0:04 | Trace. - - 


The purification house, however, is a source of nuisance, the 
smell being most offensive, especially where lime is used for the 
removal of those sulphur compounds which have not been 
intercepted by the condensing and scrubbing operations. When 
lime is used for absorbing the carbonic acid alone, no nuisances 
whatever are caused; but when it has been used for the removal 

of both carbonic acid and sulphur compounds, it proves a most’ 
offensive nuisance. Being in the form of sulphide, sulpho- 
carbonate, or polysulphides of calcium, most of these are 
liberated when this purifying material is exposed to the 
atmosphere, by the action of the carbonic acid and oxygen in 
the air; the sulphuretted hydrogen and bisulphide of carbon 
are consequently released, and create a really disgusting and 
poisonous nuisance. When, however, natural oxide of iron is 
used, either alone or iv conjunction with lime, the nuisance is 
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reduced to a minimum—the lime being used for absorption of 
the carbonic acid alone, and the iron-oxide for securing the 
sulphur compounds. | 

The following analysis indicates the state of the air issuing 
from the ventilator holes in the purifying house where lime 
alone is used :— 


TABLE 4, 


Canbonic ACG \..d.xz occessncoseruee None. Per cent. 

Carbonic -OXide.........scecrereeses None. is 

PAIAMOUIG 2 2 cciccte decine ve stenanennets 1°61 Milligrams in cubic metre. 
Sulphuretted Hydrogen......... 41°93 - 


- The following table shows the state of the air in the purifying 
house where lime and iron-oxide are used separately :— 











TABLE F. 
Oxide of 
Lime. | “Tron, 
CALDOTIC ACI. catiec ioc esinserssees Nil. | Trace. | Per cent. 
Wampowte-Oxides:.sc.02s.0scsncesae- Trace. | Trace. Fe 
ATMIMODID, ! 25 Gepseswobrcine bos yadeeess Trace. | Trace. | Miligrams in cubic metre. 


Sulphuretted Hydrogen ......... 0:04 | 0-009 e 5 


Another alleged source of nuisance is the utilization or 
“working up” of the ammoniacal water or “gas liquor” con- 
taining the polysulphides of calcium previously referred to, and 
its subsequent manufacture into sulphate and other salts of 
ammonia. I have made analyses of the air adjacent to a large 
sulphate of ammonia plant, with the following results :— 











TABLE G. 
Grains per 100 cubic feet. 
No. of 
Sample. Carbonic Acid. Ammonia. Sulphuric Acid. |Hydrochloric Acid. 
ily 0°46 16°7 56°3 16°3 
21 0°49 16°5 40:2 16% 
a7 0°46 16°1 41°6 16°9 
24 0°43 16°9 51:9 17:0 


This analysis shows that the air is highly charged with 
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chemical vapours of an irritating and noxious kind. The plant 
was of the most modern construction, and turning out a large 
quantity of ammonia salts per annum. 

Having before us the foregoing tabulated results of analyses 
of the air from various parts of the gas works, we are in 
a position to trace any nuisance to its source, and also have 
sufficient data as to the condition of the air on which to base 
an opinion as to its action on health. These results also show 
that the larger works situated in populous places cause less 
nuisance than the small works situated in the country; pro- 
bably the latter presume upon their position, and conduct their 
operations in a more or less careless manner. There can, 
however, be no doubt whatever that if the operations referred 
to-in this paper are not carefully carried out and stringently 
overlooked, they will be a most prolific source of nuisance and 
danger. 

The Sanitary Institute has done most valuable work in direct- 
ing attention to and suppressing many evil nuisances and 
dangers to public health, and its action in regard to smoke 
abatement, of course, includes the abatement of noxious fumes 
or smoke from gas works. 

Dr. Ballard im a report to the Local Government Board in 
1878 states, “In the various processes of distillation of the coal, 
purification of the crude gas, and disposal of the condensed — 
matters and refuse, offensive emanations are apt to be given off, 
such as to cause the neighbourhood of gas works to be shunned 
by all who can afford to reside elsewhere. Medical men are 
usually ready to certify that the effluvia are injurious to public 
health, probably referring the effects produced on those who are 
exposed to their influences in a diluted form, to the operation of 
the sulphuretted hydrogen as a poison. It is certain that 
exposure to the diluted effluvia from sulphate of ammonia works, 
does in many cases induce feelings of depression, headache, loss 
of appetite, nausea or vomiting, and sometimes some oppression 
of breathing.” 

With reference to this statement of Dr. Ballard’s, it will 
be noticed that in the appended table of air analyses, the 
sample from the centre of the town of Bolton, highly polluted 
by smoke, is actually worse than the sample from the sulphate 
of ammonia works on the outskirts of the town. 

I would refer to the following authorities who have observed 
the action of these and similar gases on public health. The air 
of towns may be vitiated by respiration, combustion, effluvia 
from the soil, sewers and trades. The movement of the air tends 
however, to continually dilute and remove these impurities, 
and the heavier particles deposit, so that air even of manufac- 
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.turing towns is purer than might have been anticipated }. 
Manouvriez? says, that workmen in the coal and tar distil- 
lation works suffer from melanodermy, cutaneous eruption, and 
affection of the eyes, ears, and nose; bronchitis with pulmonary 
pseudo melanosis, and gastro-hepatic disorders. Hirt? also 
mentions a similar state of things due to the same cause. The * 
normal quantity of carbonic dioxide being ‘4 vols. per 1,000, 
it produces fatal results when the amount reaches from 50 to 100 
vols. per 1,000; and 15 to 20 per 1,000, produces severe 
headaches. 

Of® the effect of carbon monoxide there is no doubt. One 
per cent. has been fatal, and less than half per cent. has 
produced poisonous symptoms. This® gas replaces oxygen 
in the blood, volume for volume, and cannot be again displaced, 
so that the person dies asphyxiated; Powrowski’ has shown 
that it may be converted into carbon dioxide. The evidence 
with regard to the effect of sulphuretted hydrogen is not 
of a conclusive character. Hirt® has noted the following 
symptoms of chronic poisoning in men working in the neigh- 
bourhood of gas-works: slow pulse; weakness and depression ; 
furred tongue; mucous membrane of mouth pale, as also the 
face; emaciation and head symptoms “like a case of slow- 
running typhus.” Josephson and Rawitz?® found two forms 
of disease produced: narcotic and convulsions, and tetanic 
symptoms. Spasms, tremblings, and even tetanus sometimes 
followed. Carburetted hydrogen’ can be breathed for a 
short time, but it eventually produces symptoms of poisoning, 
convulsions, and vomiting. Ammoniacal vapour™ has a marked 
and irritating effect on the conjunctiva, but there is no 
reliable evidence of any other action. Sulphur dioxide 
causes complaints of bronchitis. Carbon disulphide 1, referred 
to in the early portion of this paper, seems to act on the nervous 
tissue with a direct anesthetic effect in so far as it produces 
giddiness, headache, pains in the limbs, depression, loss of 
appetite, deafness, dyspnoea, and even amaurosis. 


1 Parkes’ Hygiene, p. 122. 
2 Annals d’ Hygiene, March 1876. 
8 Hirt-Die Krankheten der Arbeiter, and also Eulenberge - Gwerbe 
Hygiene 1876. 
4 Taylors’ Jurisprudence. 
De Sanguine Oxydo-Carbonico infecto—Lothar Meyer. 
Virchow’s Archiv., Band xxx., p. 525, 
Op. cit., Band xxxii., p. 450, 
Op. cit. 
° Schmidts’ Jahr, Band ex., p. 334 et seq. 
STC uE PE OT. ert: 
11 Parkes’ Hygiene, p. 132. 
12 Parkes’ op. cit. 
18 Constatt’s Jahresb, Band vii., p. 76. 
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TABLE H.—Bouton. 





























boni 5 i Soli 

cna | ammonia | Sune | So 
ARETE SELOCE  5o5cceceacesicges 0°36 16:1 29°4 61:0 
We PUTAS OROGU sears cscscceccselets 0:41 16°4 29°9 712, 
» Town Hall Square ......... 0°62 16°9 Soul 16°9 
», Trinity Street Station...... O71 16°7 33'6 17°4 
%  DPadShaWwGate ....<..-<c.000- 0°49 71 31°4 20°1 
UAE CORLL © Socencaccs susescayess 0:96 17°6 29°7 21°6 

TABLE I.—MANCHESTER. 

Carboni Organi Solid 

eles Ammonia, | Se nee 

Near Rochdale Road Gas Works| 0°39 1S: 21°0 14°3 
WACO PARES cue csececcsvnscseves ce. 0:061 61 6:2 4:3 
Compal Station <.cccl ecco. e. coches igs 26:0 99 49°3 
Mieborian Parle icscbssscincvccccadees 0:006 0-91 7'6 16°9 
Deansgate SEO ERE Oe aT 0°613 2°46 29°3 46°4 
WB ACCACINY ioe ones ccceecacsestarssvade 0°714 3°10 276 61:0 

TABLE J.—MICRO-ORGANISMS., 
A Total Micro- 
Bacteria. Moulds. ee 

iii STEOSH. POU COLIs csr naisrecicccasdetiowdaic dears siiss 16 5 24 
Gas Street, Bolton ©. c.cc.sssseveceses Sowhistnseeees 17 TT 28 
How Hall Square, BoltOn. J....2...0s.ceasces0- 31 106 137 
Near Rochdale Road Gas Works, Manchester 19 20 39 
Central Station, Manchester ..............sceeses 29 76 105 
Victoria, Park,-Manchester  ss.e%.0c<0.seste scenes 36 69 105 





On “ The Relations between Taxation and Sanitation,” by S. M. 
BURROUGHS. 


AS it is the desire of the Sanitary Congress to consider matters 
likely to encourage the construction of healthful, commodious, 
and substantial dwellings, I venture briefly to point out the 
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relations which undoubtedly exist between taxation and sanita- 
tion. 

Sanitation science has already done very much to improve 
the healthfulness of our houses, but still in many cases much 
remains to be done, and everything tending to promote the 
erection of better buildings will be of interest to our members. 
The hindrance to the building of good houses is chiefly in the 
matter of the expense of first cost, but the question of taxes is 
an important one, because, in the course of time, the amount 


of taxation may exceed the amount of the initial cost of 


construction. 

Everyone building, buying, or leasing a house at the present 
time must consider that the taxes will be levied upon it in 
proportion to its size, healthfulness, and the desirability of its 
position. 

If the rooms are sufficiently large, and are suitably ventilated, 
if the walls and roof are substantial, if the house contains a 
bath room, with hot and cold water, and with suitable sanitary 
arrangements for securing the comfort and health of the 
occupants, the taxes to be paid will be much higher than if the 
house be small, or badly built, or lacking a bath room and other 
sanitary arrangements. 

Taxation is thus seen to be a hindrance to the erection of 
good houses, and sanitation would doubtless be much promoted 
if the burden could be removed or mitigated. | 

I remember once seeing in a northern town a remarkably well- 
built house, roomy, healthful, and well situated, which was 
empty because the builder and owner could not afford to live 
there on account of the heavy taxes he would have to pay upon 
it if occupied, and for this reason he was obliged to live in a 
small and less healthfully constructed house. 

In the interests of the public health it therefore appears 
desirable to encourage the building of good houses, by making 
the tax on good and healthful houses no higher than on 
insanitary houses. In fact, I believe that taxation on houses 
can be remitted altogether without hardship toward anyone, by 
simply transferring the tax from the house and the improvements 
to the land value. 

Let us, for instance, suppose the case of a man who buys a 
piece of land for £1000, and erects upon it a house costing 
£1000. The present rating is on the improvements, and 
depends upon whether occupied or not. The rental value of 
such a house and lot would be, say £100, and the rates would 
amount to, say £30. 

Let us now suppose the entire taxation transferred from the 
house or improvement value to the land value alone. It is no 
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hardship to the owner, for his taxation is not increased, or his 
right of possession interfered with in any way, but as the tax 
is now solely on the land value, he is free to extend his house, 
add to its sanitary arrangements, and improve its comfort and 
healthfulness, without being taxed or fined for doing so. 

The exemption of manufacturing and industrial establish- 
ments from taxation has frequently been the determining cause 
of their foundation and prosperity in particular spots, and the 
result has of course been a marked increase in prosperity in 
those parts of the United States offering such advantages. 
Moreover, history informs us that the reason why manufac- 
tories of various kinds are so much more numerous in the 
northern than in the southern parts of England, is, that in 
early times such industries were entirely exempted from 
taxation in the north, while they were liable for rates in the 
south. 

The encouragement towards construction of good houses is 
apparently as important as the presence of manufacturin 
industries, and there appears no good reason why both should 
not be equally exempted from taxation, especially as the un- 
earned increment, which is created by the growth, industry and 
thrift of the public, is the most anciently accepted as well as 
the most convenient and easily assessed subject of taxation. 

This simple procedure would be beneficial in many ways: for 
example— 

Ist. It would greatly encourage the construction of good 
houses, with all necessary sanitary appliances. 

2nd. There would be a considerable increased demand for 
labour in consequence of building, etc., which would advance 
wages, and consequently the purchasing and consuming power 
of the community, resulting in an increase of the general 
prosperity. 

érd. If the land values created by building of roads and 
railways were taken in taxes to pay for them, and for the 
expense of running and maintaining them, then travel would be 
free, town and suburban lands would tend to equality in prices, 
congestion in towns would be greatly relieved, and the country 
would be more thickly populated in places where space and 
fresh air are plentiful. 

Briefly, a long vista of beneficial reforms conducing to the 
social and sanitary welfare of the people would follow upon the 
removal of taxation from industry, and the transfer of all 
taxation to unearned increment or land values exclusive of 
improvements; that is to say, values not directly created by 
those who now profit thereby, but indirectly resulting from the 
energy and enterprise of the public. 
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Lastly, the disuse or nonuse of lands or houses should be 
rendered a costly luxury by discontinuing to offer a premium 
to the speculator waiting for a rise in the shape of exemption. | 
Land which is deliberately rendered unproductive should be 
coaxed back into the domain of usefulness by making it a 
burden to the possessor. This can readily be done by assessing 
all lands at their value for use irrespective of improvements 
which would amount to the exemption of improvements from 
taxation and give the greatest incentive to industry and pro- 
oress. : 
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THE Queen of Watering-places hospitably receives the Sanitary 
Congress this year; accordingly some topic growing out of the 
material circumstances which make life at a watering-place so 
different in its conditions from life in an ordinary town, seems 
not inappropriate as the subject of the address which I am to 
have the honour of delivering before the members of the section 
of Architecture and Engineering. 

There is ample matter for both the architect and the engineer 
to deplore to consider and to improve, as there is also much 
that may be recognized as admirable, in the Architecture and 
the Engineering of our health resorts. But I do not propose to 
attempt a critical examination of all this, but rather to deal with 
amore compact and manageable topic, and one which has the 
advantage of carrying part of the benefits of a watering-place 
to our own homes and our own neighbourhoods. I will there- 
fore ask you to consider, during the time at our disposal, the 
subject of Baths, especially such baths as may be accessible to 
the people. 

A general and well-founded impression prevails that the 
~ Romans were skilled in the construction of baths. Indeed, in 
most places where Roman remains exist, some traces of a bath 
are to be found; but the practice of the Romans was so 
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remarkable, and the public baths, or Therm, erected in Rome 
during the Empire, were such wonderful structures that it is 
worth our while at the outset to direct our attention to them; 
- the more so, as my argument. will be that it is our duty at the 
present day to try to accomplish for the inhabitants of our 
towns and cities, though in an entirely different way and by 
means widely dissimilar, the same result which those vast and 
lordly structures accomplished for the citizens of Rome. 

The Roman Citizen, even if he was a poor and mean man had 
access to the conveniences, appliances, comforts, and luxuries of 
the Therme. Part of that which he there found our citizens 
dispense with ; but that part with which we have to do to-day— 
the means of promoting health by bathing—remains in too many 
cases as yet out of the reach of our people. 

On the sanitary value of the bath and of bathing it is hardly 
my province to enlarge, but I must not pass it over without a 
word. No part of the human body is so accessible as the skin, 
and its great extent and intimate relation to all other parts of 
our organization alike point it out as requiring care. ‘The ail- 
ments which are due toa chill disturbing the functions of the 
skin are perhaps the most numerous of all to which we are 
- subject in this country, and not the least deadly; and they are 
to no small extent preventable by the habitual use of the bath, 
and to a considerable extent curable by its means. The vast 
group of rheumatic and gouty complaints, if they yield to any- 
thing, yield to baths properly applied; but beyond all this, 
general health seems largely dependent upon cleanliness, and 
habitual neglect of the bath is not only contrary to our notions 
of self-respect and decorum, but is insanitary. The skin cannot 
perform its functions properly when it is not cleansed, and if | 
the skin be out of order, every part of the animal economy 
suffers more or less. 3 

To return, however, to the Roman Therme, they were vast 
establishments each wonderful both for extent and completeness. 
Each of them was the gift of an individual emperor to the 
nation. They stood in different parts of Rome. They were 
accessible to the citizens, and at an extremely small price: at 
one time half a farthing (a quadrans) seems to have been the 
charge. They may be looked upon as having been political 
bribes on a gigantic scale, as it was in order to secure the 
favour of the mob that they were put up. Professor Aitchison, 
in his lectures last year before the students at the Royal 
Academy, gave the most learned and complete account known 
to me of the Therm; and he has with great kindness enabled me 
to exhibit some of the illustrative plans and drawings which he 
prepared, and in part of what I am to say about the Therma, 
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I shall have to remain a debtor to the published report of 
his lectures.* 

The Thermz combined provision for various descriptions of 
public occupation and amusement—such as athletics, public 
lectures and discussions, games, libraries and picture galleries, 
with the most complete system of baths possible. How various 
the sorts of bath (not to speak of the other departments) were, 
may be well stated in Prof. Aitchison’s words. The Therme 
included “cold, tepid, warm, hot, vapour, and swimming baths, 
and possibly hot-air baths as well. To some of these baths 
fresh, sea, and mineral waters were supplied. In the baths people 
were oiled, scraped, shampooed, shaved, plucked, singed, pumiced, 
and perfumed, and in them they sometimes took refreshments, 
and seemingly on occasions dined there. There were reservoirs for 
the water, shops or lodgings in the peribolus, and barracks for 
the vast army of slaves that attended to the bathers, the baths, 
the furnaces, the reservoirs, the gymnasia, the palzestra, and the 
grounds. Workmen to repair and foremen to direct were 
probably resident there, and there certainly must have been 
vast stores of wood and pitch for the fires, stores for oil, towels 
and strigils, possibly even rooms for washing and drying ‘the 
towels; and when the baths were kept open of a night and lit 
up, this must have required stores for the lamps and places for 
cleaning and trimming them.” 

The general disposition of one of the most complete of these 
great establishments was as follows:—A vast space, usually 
nearly a square, was enclosed by walls and by buildings of 
moderate height. In this quadrangle, but so placed as to leave 
much of the enclosed space unoccupied, was planted a compact 
block of lofty and magnificent buildings, consisting of vaulted and 
domed halls and baths of great solidity and beauty, combined 
with buildings for gymnastic exercises, all grouped together 
with great skill and art. In these structures the work of the 
bath was carried on, while the outer range of low buildings 
consisted partly of shops, partly of accommodation for slaves, 
partly of buildings for other purposes, and partly of water- 
tanks and cisterns. 7 

We will take the baths of Caracalla as an example, because 
they are the best preserved, and they have been very fully 
investigated and illustrated. The rectangular outer ‘enclosure 
had a frontage of 1108 feet, or within a trifle of one-fifth of a 
mile, with a depth slightly less, namely, 1060 feet, and a large 





* T am also indebted for the loan of illustrations, or for information or both, 
to Mr. Phéné Spines, Mr.:C. C. Walker, Mr. Palmer, Mr. E. A. Reynolds, 
Mr. George Jennings, Mr. C. H. Rosher, and other gentlemen, 
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additional piece of land was occupied by water-tanks. These 
Therme took up, with their reservoirs, 314 acres. 

The main group of buildings covered slightly more ground 
than the Houses of Parliament, including Westminster Hall, 
and though in quite a different style of architecture was fully 
as elaborate and costly. 

At each end of this main building there was a gymnasium, 
that is to say, “exercising places for the citizens, which probably 
included schools for learning the various exercises and sports,” 
here also were halls and cloisters where lectures and discourses 
were delivered, and libraries. The two gymnasia were exactly 
alike in plan, each had a large open quadrangle in its heart, 
surrounded by a cloister or arcade, and to each was attached a 
group of baths. 

The central part of the building contained the great baths, it 
had two entrances, and between them the noble piscina or swim- 
ming bath. Beyond lay, in the very heart of the block, the 
tepidarium or warm hall, a splendid vaulted hall, 180 ft. long, 
79 ft. wide, 108 ft. high to the vault, and with a chamber 79 ft. 
by 56 ft. at either end, the three making a group 292 ft. x 79 ft. 
The dimensions of course must fail to convey a very definite 
idea of such a hall, but it may illustrate their magnitude to 
point out that the main hall with one of the subsidiary ones, was 
about equal in length to the central hall of the Law Courts, 
and more than half as wide again. The three together, were both 
longer and wider by about ten per cent. in each case than West- 
minster Hall. The central hall alone was slightly larger and 
slightly wider than St. George’s Hall, Liverpool. 

This last building is the only English interior that I can 
name which gives any idea of the mode in which buildings such 
as this tepidarium were vaulted; and the richness with which 
they were treated does not appear to have been equalled by any 
modern Kuropean interior, though St. George’s Hall (just 
alluded to) and the interior of the Madeleine in Paris, may be 
pointed to as examples of the same sort of architectural treat- 
ment, and indeed very possibly, both of them, more refined 
if very far less magnificent. I have dwelt upon the splendour 
of the tepidarium, as it was the noblest part of the whole, but 
each portion was as rich and as solid as could be. In the 
tepidarium it seems probable that the bathers undressed. From 
thence they proceeded to a hot room, calidarium, and then to 
the hottest room, the laconicum, a circular domed hall 116 ft. 
in diameter—that is to say larger than the dome of St. Paul’s, 
but not nearly so high, with immensely thick walls, and so 
placed as to catch almost all the rays of the sun, and with hot- 
air flues under the floor and lining the walls. This, of course, 
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was used much as is the hottest room of a modern Turkish bath. 
There were other halls and rooms, the purposes of which it is not 
now possible to distinguish with certainty, but they were, of 
course, appropriated to some among the many different processes 
carried on in the Therme. 

To complete a very cursory notice of this vast building, I 
would point out that south of the main block was a great enclosed 
space suitable for races and games, overlooked by a vast grand 
stand, consisting of raised seats, at the back of which were the 
water-tanks. At each end of this space was a great recessed 
building arranged for use in connection with these exercises. 
Of the furnace-flues and underground arrangements for heating, 
water-supply and drainage, the traces are to a large extent 
obliterated, but they must have been of vast extent. 

What was provided in the baths of Caracalla was, with . 
differences of detail and -scale, provided also in those of 
Agrippa, Nero, Titus, Trajan, Diocletan, and Constantine. 
Ancient writers state that the baths of Caracalla could 
accommodate 1,600 bathers; and as, of course, persons came 
and went, and many went for other purposes than bathing, 
it seems not unreasonable to suggest that such an establish- 
ment alone would accommodate more than three times that 
number in the course of a day, or say 5,000 persons. When 
one thinks of the vast initial expense; of the army of slaves 
required to work each establishment and to cleanse it; of the 
endless provision of wood for heating the furnace and the hot 
rooms; and of the skilled supervision, it is manifest that such 
an extraordinary group of structures could only exist in a city 
like Rome, whose armies had overrun the civilized world and 
laid every country under tribute, so that vast wealth—not the 
produce of taxes in Rome itself, but wrung from the various 
subject countries—was at the disposal of the Emperor of Rome. 
Of this wealth use was made in a variety of ways, but I think 
we may safely say that there was no one municipal object to 
which so much was devoted as to the establishment and main- 
tenance of public baths. 

If this sagacious people attached such importance to baths 
for the million, is it not worth while to ask ourselves whether 
our attention has been sufficiently directed to this object. 

We look upon ourselves, and not without reason, as having 
in many respects a national greatness not inferior to that of 
the Romans. How different is the nature of our national life 
from theirs, at least at the period of the Empire, may be 
strikingly illustrated if we ask the question how far the average 
British subject can enjoy the amenities which the Roman found 
waiting for him at the Therme. 
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The magnificent, if ostentatious, display of architecture 
sculpture and rich ornament has no parallel in anything 
English that is open to the people’s enjoyment. The nearest 
approach was formerly made by our Cathedrals, but they have 
been cruelly shorn of their embellishments, and they have 
ceased to be places of habitual resort for the many. 

In our public picture galleries the art of painting has, it is 
true, a means of reaching the crowd, but in displays of the 
other arts Roman magnificence eclipses our attempts. 

The second source of popular entertainment and delight was 
the gymnasium, where races, wrestling matches, and all. kinds 
of sports were to be seen, and where also amateurs had full 
opportunity for indulging in the exercises. Here, though our 
sports are more peaceful and far more humane, and the way we 
manage things quite different, we need not fear comparison. 
The crowds who throng Lord’s or the Oval, the vast concourse 
of people at the University boat-race, at Epsom, or at Ascot, 
and a score of other instances, bear witness to our admiration 
for athletic sports. Every village green, the playing fields of 
every public school, our countless tennis lawns, show how keen 
English amateurs are in the pursuit of such exercises. 

The Roman, at the Therme, heard the news, attended public 
discussions, lectures, and recitations, and so cultivated his 
mind. The English citizen has the advantage, whatever it 
may be worth, of buying for a penny the verbatim reports of 
Parliament of the night before, and his pennyworth includes 
all the news of the day from spots whence intelligence would have 
taken months to reach Rome; so he probably must be con- 
sidered to have the best of it in this particular. | 

The fourth great business at the Therm was the one which 

interests a Sanitary Congress. The Roman frequented the 
Therme to keep himself in health, and for a very trifling sum 
had the opportunity of using a most complete system of baths 
arranged for that object. Has the English citizen any, such 
opportunity, and if not, can we procure it for him? The 
answer to this question will occupy the rest of our time, and 
bring us face to face with a problem of great public im- 
portance, and one to which attention needs to be directed far 
more than at present. 
_ From the baths of the Romans, it appears natural to pass 
to the modern hot-air bath, known by the name of Turkish 
Bath, in which the bather goes through a course, which is 
supposed, and with reason, to bear a general resemblance to 
what the Roman Therme afforded. 

The true Turkish Bath, as given in Eastern cities, is a more 
severe and prolonged treatment than is undergone in a modern 
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English bath bearing that title. Prof. Aitchison’s account of 
what he underwent in a bath at Cairo gives a complete descrip- 
tion of what must be a somewhat formidable process.* 

In an English Turkish bath the visitor first divests himself 
of his boots, and then undresses in a room provided for the 
purpose. He is then conducted into a hot room of which the 
atmosphere is dry as well as hot, and remains for some time 
till a profuse perspiration breaks out—hardy bathers venturing 
into an inner and hotter room. He is then shampooed, though 
not always with much thoroughness, he is then deluged with 
soap and floods of warm water, and then often has a needle-bath, 
1.@., 2 bath where water is thrown upon him from a number of 
fine perforations. The temperature of this is gradually lowered 
so as to cool the bather down. Then follows a plunge into cold 
water, and the victim, wrapped up in towels, may then repose in 
a cooling chamber, and enjoy well-earned rest, with perhaps 
refreshment, till he is minded to dress and depart. The 
accommodation for all this should be all on one floor—airy, 
commodious, open. An ample supply of hot air and of hot and 





*“T was first ushered into a vast hall lit by a lantern, with a raised seat for 
the bath-keeper, and a baldachino over the coffee stove, with a fountain in 
the middle of the hall. The whole hall was gorgeously painted, and had 
towels drying on the beams, which the attendants hung up and took down 
by means of long bamboo poles. A little above the main floor were a series 
of carpeted compartments, each as big as a small room. Here I undressed 
and wrapped myself in cloths, while my interpreter fulded up my clothes and 
tied them up in a sheet. I was then led by an attendant across the hall into 
- a dark passage, and was ushered into a darkish hot room where I sat on a 
marble seat, and I was gradually moved from room to room, each of which 
was hotter than the last, until I was taken into a light domed room with a 
central peristyle, in the middle of which was a large steaming tank of water, 
with steps running down into the water. The walls were lined with white 
marble, inlaid with coloured in patterns; the domed porticoes of the peristyle 
were plastered, and lit by star-shaped openings—several in each dome—the 
space between each arch and the wall being domed. 

* Within the marble margin of the bath was a gutter. I was laid down at 
the side of it, ruabbed with a horsehair glove, and then soaped over and scraped 
with a sort of artificial sponge, composed of dried grass resembling diminu- 
tive bamboo. I was then washed by hot water being poured over me from a 
large copper cup, and when this was finished I was made to walk down the 
first step and sit down with my legs in the water, which was nearly scalding. 
I was then made to sit lower and lower till I was up to my middle; the at- 
tendant then went into the water, caught hold of my hands, and jumped me 
into the hot water, and put my head under it several times. I was taken 
back by the passage into another darkish room, where two marble basins 
projecting from the wall were running over with hot and cold water; water 
was dashed over me from a cup, at first hot, afterwards tepid, and at last 
quite cold, and I was led back to the place where I undressed. I was then 
dry shampooed, and every joint in my body cracked, including my backbone, 
both backwards and sideways. After my dry shampooing I was covered up, 
laid on a cushion, given a cup of black coffee and a narghiley. I felt quite 
refreshed,” 

I 
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cold cite and well-considered means of carrying water away 
are indispensable, as is also the means of providing hot and dry 
air at any temperature and in great volume. As a good many 
attendants are wanted, considerable provision for them is 
requisite, and the bathers occupy a good deal of space, so that, 
altogether, a Turkish bath, which many persons attend, requires 
large and specially-arranged premises, and must, I ep always 
remain a somewhat high-priced luxury. It affords an excel- 
lent opportunity for effective architectural treatment, and it is 
no doubt a very valuable sanitary agent, but the hot-air bath 
cannot, at any rate as at present administered, be reckoned 
upon as the bath for the million. 

Perhaps it may save recurring to the subject, if I refer here. 
to the vapour bath as an appliance which, combined with a 
needle bath or spray, is capable of being used in any ordinary 
bathing establishment, and of exciting something of the same 
sort of action on the skin as the Turkish bath. This appliance 
it would be possible to introduce into establishments where in- 
expensive baths are given with advantage. In some cases 
patients who are advised that the Turkish bath is not safe for 
them, are allowed a vapour bath, as the head is always kept 
out of the box in which the body ‘is steamed. Still this more 
simple appliance cannot supply the popular bath that I desire 
to advocate. 

A very considerable number of establishments, some of them 
opened as private speculations or by small companies, but the 
most part provided under the Public Baths and Washhouses 
Act, exist. Mr. Rosher states the number of public baths 
in England having a swimming-bath as part of their installation, 
at 200, out of which seventy are in the Metropolis alone. 
The avowed aim of many of these—especially of the Parlia- 
mentary ones, if one may be pardoned the phrase, is to reach 
the general mass of the people. In addition to the washhouses, 
which form no part of our present subject, we find in one of 
these establishments one or more swimming-baths and a series 
of warm baths. Let us examine the nature of each of these 
two provisions, beginning with the swimming-bath. Those who 
desire further information as to the Baths and Washhouses 
Act and its results, will find it in a compact and serviceable 
form in the comprehensive report of Mr. Ernest Turner on the 
subject, prepared at the time of and in connection with, the 
recent Paris International Exhibition. 

The swimming bath is necessarily a more or less public 
institution. It is in its nature large and expensive to establish 
-and maintain, but it is almost unequalled as affording to great 
numbers a means of healthy pleasant exercise, and as furnishing 
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an opportunity for the young and others to acquire the valuable 
art of swimming. No pains should be spared to make it 
attractive as well as convenient. 

A swimming bath of modern construction is a large tank, 
usually long in proportion to its width, shallow at one end and 
fairly deep at the other, walled in and roofed over, with a floor 
all round and numerous dressing boxes. The interior should 
be light and airy, the water should be sufficiently warm, per- 
fectly fresh, bright and clean, and the dressing boxes should 
secure some degree of privacy. As the swimming bath, if 
successful, will be worked pretty hard, it is necessary to have 
the means of rapidly and thoroughly cleansing every part in 
use, and of quickly emptying and refilling the bath. Gas 
or other lighting should be provided. In some cases provision 
may be made for employing the bath as a room for public 
meetings or a gymnasium, or in some such way during the 
winter time when it is not in request. 

Let us look into the means of carrying out this programme. 

The most important part of the whole, the swimming bath 
tank requires to have extreme care bestowed upon its construc- 
tion lest it should leak. Portland cement concrete is so well 
fitted for constructing the bottom and sides, that it is not now 
likely that, save under exceptional circumstances, any other 
material will be used; formerly brickwork backed up by clay 
puddle was the best material available, but there was more 
chance of leakage, and it is said that defects were not 
infrequent. The pressure of the water against the bottom and 
sides is not formidable in amount, but the various weights are 
quite sufficient to cause a partial failure if the foundation gives 
way, so every care must be taken to ensure a uniform and solid 
foundation for the bottom, and similar support for the sides, as 
the smallest settlement will be followed by a crack, and the 
crack by a leak. Cement concrete is not itself water-tight, and 
a lining of almost pure cement is required. ‘The actual face of 
the tank should be of glazed brick or tiles, though’ when 
economy is of importance, this may be dispensed with. Bands 
of dark brick or tile running from end to end of the bath are 
sometimes introduced into the bottom as a guide to swimmers in 
swimming races. 

It is desirable to put in, at least the foundations of the 
external walls before beginning to dig for the bath tank, so 
that the excavation for the baths, when once made, shall not 
be again disturbed. If the tank be dug and concreted first, the 
subsequent disturbance of the earth in digging for the footings 
cf the enclosing walls may be enough to cause a crack. 

Any outlets and inlets required should be decided, as to both 
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size and position, before beginning; and the valves, sluices, &c., 
put in as the concreting goes on, so that there may be no excuse 
for disturbing the work and cutting holes in it. I know of one 
successful case where the side walls of the tank were first formed 
in trenches, and then the dumpling, or great mass of earth in 
the middle, was got out, and the bottom put in last of all; but 
there is some risk of making a bad join, and it is better to 
excavate the whole before beginning to concrete, and then to 
do the bottom first, and to bestow especial pains and not to 
stint material in making the join between bottom and sides. 

The water at the shallow end should be rather over three feet 
deep, sloping to about six feet at the deep end, and it is not 
uncommon to have the deepest point about ten feet short of the 
end, so that persons diving in may plunge iuto the greatest 
depth. However this may be, every part of the bath must 
slope sufficiently to one point, to enable the water to be com- 
pletely run off from the bottom. For cleansing purposes the 
corners and the join between the bottom and sides should all be 
rounded so as to prevent any lodgment for dirt. It is desirable 
to have along the shallow end a perforated pipe with water laid 
on, so that when the bath has been emptied the attendant may 
be able, when necessary, to turn on a shower of water while 
the tank is being cleaned: out. The depth of the water 
should be legibly painted. at the sides in several places. The 
edge of the paving should be rounded, and between it and the 
water there should be a space of about six inches, and here a 
stout teak rounded handrail, or an iron pipe two inches in dia- 
meter, should be securely fixed on brackets for bathers to hold. 
The perforated pipe already alluded to may serve this purpose 
where it occurs. It is desirable also to fix spittoons at regular 
distances round the edge of the bath, and there should be a 
stout step-ladder at each corner. 

The dimensions of the tank must be settled with regard to 
the probable number of bathers and the means disposable. 
Every additional foot adds to cost of original construction and 
of maintenance, but adds also to the value of the bath to 
the bathers. For a public bath, less than 25 ft. width and 60 ft. 
length of water area is not desirable. The length may, with 
oreat advantage, be increased to 70, 80, or 90 ft., then the bath 
should be 30 ft. or even more wide. 

At most baths there will be swimming clubs, and races will be 
sure to be instituted, and these festivals have to be considered. 
Less than 5 ft. width will not do for a racer, so that not more 
than five competitors could well race in a 25 ft. wide bath, and 
four would be more comfortable. It is rather desirable, in the 
interests of the races, to have the length an even number of 
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feet divisible by ten, then three laps make a similar number of 
yards, and 60, 70, or 80 yards can be swum readily in a bath 
60, 70, or 80 feet long. 

The water delivered into the bath, whether pumped up or 
from the mains of a water company, will be too cold for bathing 
in most states of the weather; and how to warm it is a most 
important point, for itis not only essential to be able to raise 
the temperature from the point at which it is delivered, which 
may probably be from 50° to 60° up to say 75°, or at least 
72° Fahrenheit, but it ought to be uniformly raised through 
the entire mass of water in the bath. . If there are cold zones 
and hot zones in the water, bathers will not like it, and a bath 
that is disliked will be of comparatively little use to its owners 
or the public. } 

In some cases hot water and steam is circulated in pipes 
within the bath itself, the pipes being as a rule fixed in a recess 
formed for them in the walls of the bath. In others a long 
chamber is formed outside the bath tank and filled with hot 
water pipes or steam pipes, and the water is admitted into this 
cool and returned to the bath warm. In another arrangement 
the water is drawn off from the bath, heated in a furnace, and 
returned warm. Sometimes steam is simply blown into the 
bath itself, an expeditious but noisy way of raising the tempera- 
ture. Most of these plans are more or less liable to heat the 
water unequally, and in more than one of them there is apt to 
be introduced a pipe, or a jet, or a something which is found to 
get too hot for bathers to touch without injury. The plan, the 
results of which, so far as my experience extends, are the best, 
is one differing from all these. It was put up for me at the 
baths of the Carpenters’ Company, at Stratford, by Messrs. 
Fraser, and I can speak strongly of the success of this apparatus 
as a means of warming the water uniformly and effectually, 
and helping to keep it fresh. 

At the deep end of the bath and near the bottom an iron 
pipe is introduced, which is carried (outside the tank) back to the 
shallow end, and to which the water has free access. In the 
course of this pipe is introduced an iron chamber, into which a 
powerful jet of steam under considerable pressure is thrown ; 
this acts upon the contained water on the principle of a Giffard’s 
injector and hurries it on, so that it is returned into the bath 
travelling at some speed, and of course the water that takes its 
place is drawn out at the same speed. The steam mingling 
with the water in the chamber raises its temperature, and the 
result is that a stream of warmed water is always pouring in 
near one corner of the shallow end of the bath, while an equal 
quantity of cold is always leaving at the opposite end. The 
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temperature is _by this simple means gradually and equably 
raised to what is required, and is easily maintained; and what 
is satisfactory is, that the warmth is found to be uniform all 
over the bath, and that as the water is always in gentle motion 
it keeps remarkably clear. 

A method resembling that of Messrs. Fraser, but carried 
further, is that of Mr. C. H. Rosher. He employs either the 
steam-jet just described, or a pump to effect a circulation of _ 
the water in the bath ‘eae during the heating process; but he 
admits the heated water at the bottom of the tank, distributing 
it over the floor of the bath by discs or spreaders. It is claimed 
that this method promotes uniformity of temperature, and rapid 
heating, and prevents steaming from the surface of the bath 
and loss of heat. | 

With this system of heating this engineer combines a second 
improvement, directed to secure economical working of a bath. 
The heaviest expense in working a swimming bath is usually the 
cost of water. It will take about 60,000 gallons of water to 
fill a bath 25 ft. by 80 ft. This, at 6d. per 1,000 gallons, a 
usual price, will cost £1 10s.; and should the bath be refilled 
daily, except Sundays, ‘the expense would be £9 per week for 
water only, in addition to the cost of fuel used in warming the 
incoming water. Mr. Rosher proposes to filter and to zrate 
the water by appropriate machinery placed in a small chamber 
formed for the purpose, and so to render the same supply fit to 
last much longer. Filtration will, it is considered, remove 
the solid impurities, such for example as those which the 
settlement of dust on the surface of the water occasions. Aeration 
will oxydise, and so neutralise some organic impurity. I believe 
this system has been successful at Woolwich and other places, 
where it has been tried; and there can be no doubt that a plan 
which will diminish the amount of water used in a bath without 
rendering it less pleasant or less healthy, promises to effect a 
very great economy in working. Other plans for filtration have, 
I believe, been brought forward, but this is the most complete 
that has come under my notice, and the only one which includes 
a provision for constantly rechar oing the water with air. 

The rest of the swimming bath may be dismissed more briefly. 
There should be a platform not less than four, and better, five to 
six feet in clear width at the sides, and ten Gent at the enslis and 
at the deep end a stage should be erected for diving. The 
interior should be bright, but direct sunshine on the bathers is 
undesirable. A bath is best lighted by a series of ample side 
and end windows, but generally there is not room for that, and 
a great skylight has to do duty, which it does very well. 

‘There should be ample ventilation under the control of the 
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attendant and not of the bathers. Ventilation: in a swimming 
bath is a little dificult to maintain without discomfort to the 
bathers, especially when the atmosphere is much colder than the 
air in the bath. A few steam pipes or hot water pipes to warm 
the dressing boxes are of essential service, both to aid in this 
and to keep the place comfortable in cold weather, though it 
must not be forgotten that the lar ge mass of tepid water radiates 
heat into the chamber that contains it. 

There should be near the entrance a small shallow bath 
supplied with hot and cold water and a tepid spray; often called 
a soap hole; for bathers who come in from dirty work and desire 
to wash themselves clean before plunging into the swimming 
bath. 

A small laundry for towels and bathing dresses should adjoin, 
and can be worked by the same boiler as supplies steam for 
heating water for the swimming bath and the warm baths. It 
will include some tanks, a boiler, a centrifugal wringer, and a 
hot closet; and my experience, as far as it goes, is that the hot 
closet will be better worked, and with more certainty, if it has 
an independent furnace, and is heated by hot air, than if the 
heat be obtained from a steam coil. 

Turning now to the other part of an establishment of public 
baths, we find a provision of warm baths, similar to that familiar 
appliance for bathing now rarely absent from any good private 
house, the ordinary warm or slipper bath. This name was, I 
believe, given at a time when it was often customary to cover 
over the small end of the bath, so as to produce something not 
at all dissimilar to a brobdignag slipper. We will use the name, 
as it is distinctive, though not now quite descriptive. It is at 
least better than plunge bath. 

The slipper bath varies between 5 ft. and 5 ft. 9 in. in length, 
and is always wider at the end intended for the shoulders. An 
average bath is about 2 ft. wide at the top where widest, and 
slopes down every way; and when filled sufficiently for comfort 
will generally be found to contain not less then twenty-five 
gallons of water, and often much more, reaching sometimes to 
fifty gallons. Usually about one half of this quantity will be 
hot ‘water, though this depends on the temperature at which 
the hot water is delivered. 

A great deal of ingenuity has been expended upon improving 
and cheapening slipper baths. The best probably are of earthen- 
ware, enamelled; copper enamelled is very much used, as are 
iron and zinc. Marble used to be used. ‘At the brine baths at 
Droitwich baths of teak are largely employed, and they are there 
preferred to those of any other material, partly on account of 
their retaining the heat, and partly because they do not feel at 
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all slippery. Iam told there is no difficulty in keeping them 
perfectly clean. 

Where it can be afforded every such bath should have an 
independent dressing-room, and it is often of advantage for 
the bath-room to have two dressing-rooms, one on each side. 
Suitable dimensions are for the bath-room about 10 ft. by 
7 ft. 6 in., and for the dressing-rooms 10 ft. by 6 ft. 6 in. In 
a room of this size the bath should stand clear of walls at either 
side. In cool or cold weather these rooms should be heated, and 
if the dressing-room can have a little fireplace and a small open 
fire, it adds to the sense of comfort. A hot closet for keeping 
towels, &c., hot and dry, is a desirable adjunct to any complete 
set of slipper baths. Hot and cold water is, of course, laid on 
to each bath, and the attendant’s duty is to fill the bath and 
bring it to a proper temperature. 

When baths for the many are constructed the above pro- 
gramme is too luxurious. One compartment must then do 
duty as bath-room and dressing-room. The minimum size for 
such a room is 6 ft. by 5 ft. 6in., but a little more space is very 
desirable. The bath fittmgs are usually so arranged as to give 
the control of the hot and cold supply to the attendant, who 
will add more of either from the outside if called. The floor of 
the bath room should be covered, or partly covered with open 
wood lattice work, to keep the feet of the bathers dry. The 
enclosure of the bath-rooms may be formed of sawn slate or 
even of galvanised and corrugated iron in wooden framework ; 
and it is important that the cocks and valves should be strong 
and well made and asbestos packed, as there will be much wear 
and tear. | 

In some cases, baths of a shape different from the received 
slipper bath are used for the warm bath. At Buxton, for 
example, a warm bath is a kind of tank lined with marble, and 
with steps leading into it at one side and a kind of bench at 
the other. The patient takes the bath in a sitting position and 
not reclining, and when it is wished, as is sometimes the case, 
that the lower limbs only should be bathed, he sits on one of 
the steps. If he sits on the bench he is immersed nearly to the 
chin. In the same baths, the mineral water which comes up at 
a temperature of 82° is used in baths which are also small tanks 
or pits, but large enough for the bather to move about in freely 
—say (speaking from memory) 5 ft. by 8 or 9 ft. 

As Buxton has been mentioned, perhaps it may be appropriate 
here to say that I have felt that it would extend the scope of 
this paper too far, and carry me away from what is its special 
aim, were I to take up the elaborate and skilfully contrived 
appliances which are to be met with at such places as Bath 
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or Buxton, and at the principal continental resorts, such for 
example as Aix-les-Bains, for administering thermal and other 
waters as curative agents. Still less is it proposed to touch 
upon hydropathy or the appliances employed in water-cure 
establishments. To-day I am endeavouring to direct attention 
to appliances fit for the use of the people, rather than to the 
more costly and special ones designed for the treatment of 
special diseases. 

It must be admitted that while the operation of the Baths and 
Washhouses Act has brought a means of bathing within the 
reach of large numbers of people, it has not gone far enough. 
I believe it has been the experience of the Managers of many of 
these establishments, that they are not frequented to such an 
extent as to make them self supporting; and it needs no long 
consideration to see that the prices charged, though very 
moderate even if they reach the maxima fixed by the Act, do 
not place the bath within the reach of every class of working 
people; while the mere fact that these establishments must 
be on a considerable scale, and therefore cannot be very close 
together, removes them from the easy access of some of those 
who would use them if they could. 

Can we bring the bath nearer to the doors of the people, and 
can we give them a cheaper bath than anything accessible at 
present ? 

As to bringing baths nearer to the homes of the people, we 
shall, I am informed, have particulars of what has been done in 
Brighton itself. 

In London and other crowded towns and cities I have no 
doubt that simple, cheap, and accessible bathing establishments, 
formed in crowded neighbourhoods, set up as a rule in existing 
buildings, and adapted to the wants and the purse-of the crowd, 
would be popular and largely used; and my impression is that 
they could be made to pay their expenses, and possibly to yield 
a profit to those who established them. If so, few better 
openings for practical benevolence seem to exist than the 
multiplication of appliances of this sort under prudent and 
careful direction, and I wish the subject may attract the 
attention of philanthropists. 

Returning to the question of cheapening baths, let me remind 
_ the Congress that a practical attempt to bring a thorough bath - 
within the reach of the million—that is to say to give a good 
warm bath for a penny—was described by Mr. C. C. Walker, of 
Lilleshall, at the Worcester Congress of this Institute. I have 
had an opportunity of visiting Mr. Walker’s baths this summer, 
and though I shall not attempt to reproduce his technical de- 
scription, which is already in print in your transactions, I will, 
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with your permission, briefly describe what I saw. In a 
modest, but perfectly neat, clean, and quiet brick building 
put up for the purpose, I found a range of small bath- 
rooms, each 8 ft. by 4 ft., all opening out of a paved corridor. 
Entering one of these the would-be bather, who is pro- 
bably out of the adjomimg foundry, and black with the 
dirty work he carries on there; or perhaps a still more 
grimy collier, from one of the neighbouring coal-pits, finds a 
capacious inviting-looking circular pan near the ground at the 
back of his compartment, and two taps, one of cold and one of 
hot water, and a stool, soap, flannel, and brushes, all ready for 
his use. He is directed, after undressing, to half fill this pan, 
with the warm and cold water laid on, to the warmth that suits 
him, and then to give himself a regular good wash in it. When 
he has soaped, and splashed, and rubbed to his heart’s content, 
he can stand up in the pan, where close above him is a large 
copper rose. Pulling a chain, marked warm, a shower of light 
warm spray gently descends, and streams over his shoulders 
and chest, or head if he likes for it is mild and harmless. 
Another pull enables him to mix cold with the warm, and it is 
recommended to the bather, after thus cooling himself down, to - 
finish off with a cold spray. This arrangement, simple, sensible, 
and pleasant, has, been found immensely popular among the 
foundry men, and they have admission at a rate that is almost 
nominal. The outside public are admitted to. this bath, which _ 
may be appropriately termed the Walker bath, and described as 
a “soap and spray bath,” for a penny, this entitles the bather to 
a towel, but a piece of soap is a halfpenny extra. Mr. Walker 
believes that this penny fully meets the expense of his bath, 
but then there are exceptional circumstances in his favour, both 
as to initial cost and working cost. However that may be, 
there is no doubt that a soap and spray bath of the Walker 
type can be given more cheaply that a slipper bath, especially 
if it can be combined with some other establishment as, for 
example, a swimming bath. The points in its favour are that it 
affords an opportunity for a thorough good cleansing wash ; 
that it consumes much less water than a slipper bath (the usual 
quantity used being found to be about eight gallons of warm 
water and a smaller amount of cold); and that considerably 
‘more baths can be given in a day. A slipper bath is usually 
detained half-an-hour by each bather, a Walker bath only 
twenty minutes; so that in a day of, say ten hours, thirty of 
the baths could be given in each bath-room as against twenty 
of the former. 

Persons who manage warm baths, have constantly on the 
women’s days, applications from women who bring two ,or 
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perhaps even three young children, and desire to give them a good 
wash, usually stipulating that they shall have only to pay for 
one bath though they occupy a bath-room a long time. For 
this kind of family bathing, Mr. Walker’s bath seems particu- 
larly well,adapted. 

It appears to be not too much to hope that these appliances 
may be introduced into the humbler class of private houses, 
where a slipper bath would be rather too elaborate and 
expensive. A bath closet eight feet by four, floored and lined 
with Portland cement could be easily constructed and takes 
very little room, the pan, the spray, and the cistern to supply 
the warm water are simple, and a simple circulation of hot 
water either from the kitchen range or from a small tubular 
boiler and stove for the purpose, is not very costly, and the whole 
would afford the opportunity of a healthy and a pleasant bath in 
many a house of moderate pretentions, which will be occupied 
by artizans or persons a little above the artizan class. 

This perhaps is looking ahead; at the present moment it may 
interest the Congress to know that an experimental trial is 
about to be made of a few of Mr. Walker’s baths in London. 
The Carpenters’ Company, which has a large estate at Strat- 
ford, in the East of London, upon which many hundreds of 
working people reside, has erected, mainly for their advantage, 
swimming and warm baths, which have proved a most en- 
couraging success, as they have been through all the temperate 
and warm part of the year largely frequented. To these a few 
baths, as closely copied in every detail from those just described 
as possible, are now being added under my superintendence. 
The apparatus now being put up for us I have every reason 
to hope will work as successfully as i Mr. Walker’s own 
establishment. We hope to be able to offer these baths to the 
public at a very low rate; and though as a novelty they may 
at first be distrusted, my belief is that they can hardly fail 
to become liked, for I know of nothing so well adapted to 
the requirements of working men. 

Mr. Walker’s plan is not, however, the only one that must 
be brought under your notice, nor do I claim for it that it is 
the best cheap bath for all classes and under all circumstances. 

In the German barracks a spray bath is adopted which is the 
invention of Mr. David Grove, an engineer, holding a govern- 
ment appointment in Germany. This is minutely described in 
a pamphlet, for a copy of which I am indebted to Mr. Jennings. 
The essential points in this invention are that a large cistern 
is fixed at a level considerably above the floor of the bath-room, 
and simple means are provided for warming the water in this 
cistern and maintaining it at a temperature of 95°. A series 
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of open bathing compartments, each 3 ft. 3 in. wide and 5 ft. 
8 in. high, occupies the middle of a large room. The men 
undress at the sides of the room, and enter the compartments in 
detachments. In each compartment is a spray fed from the 
warm-water cistern, and all are turned on at one time and shut 
off simultaneously. The sprays are oblong, perforated with 
fine holes and fixed slanting, at such a height and at such 
a slope that the jet of spray falls on the neck or shoulders of 
the man standing in the compartment, and not direct on his 
head unless he bends down for the purpose. The spray is 
continued for 3 to 34 minutes; and it is stated that with 18 
bathing cells 300 soldiers can be bathed in an hour, and that 
the quantity of water consumed for each man is 15 to 20 quarts. 
The men are required to take soap with them and use it. It is 
claimed that this arrangement is well adapted ,for public 
institutions, schools, &c., as well as for army use; and I 
understand that it has been more or less employed in such 
places in Germany. 

Another spray-bath has been of late introduced, and has been 

found successful. It has recently been stated that the late 
Sir Edwin Chadwick advocated something of the sort, and 
_ that Messrs. Doulton constructed an apparatus; but the spray 
bath that I now refer to seems to be due to the ingenuity and 
skill of Mr. E. A. Reynolds. 
_ As I have seen it, the bathing apparatus is contained in a kind 
of cabinet of sawn slate about 2 feet 6 inches square and 7 feet 
high, with glass doors. The bather, on entering this and pulling 
the proper string, finds a number of fine jets of warm water 
directed on him from the sides, the floor, and from the ceiling. 
He can control the temperature of the jets; and when they 
have played on him for sufficient time, he shuts off the spray 
and withdraws. It will be seen that here, as in the German plan, 
there is no tub, and that no soaping will be easily possible, so 
that probably the bath, which is said to be extremely enjoyable, 
will be popular with people whose pursuits do not cover them 
with dirt and dust. One, if not more, of these spray-baths has 
been fixed by Messrs. Marshall and Snelgrove in the house 
where their young men reside, and that is exactly the sort of 
situation for which it will be best adapted. The water consumed 
for one bath is said to be, as a rule, three to four gallons, and 
the bather does not remain long in the compartment. 

It will be manifest that the spray bath pure and simple, is 
pretty sure to be more economical of time and water than the 
soap and spray bath, and there are some situations where this 
economy is of importance and will turn the scale in its favour. 
But for operatives who want a thorough wash, and to have that 


DISCUSSION, 141 


wash in quiet and comfort, the Walker soap and spray bath 
seems by far the best hitherto introduced, and it will I trust 
meet a real want. 

My intention is not, however, to advocate any one plan, still 
less to assert that the limit of improvement has been yet reached, 
but to point out that the means of putting a good bath within 
the reach of that large section of our community, who can only 
afford to pay the lowest price, are actually at our disposal. 
There are none of our fellow subjects who more need a bath, or 
will be so much benefited by being able to obtain one. If we 
can largely extend to them and others the means of cleanlines, 
we shall promote health, decency, comfort, and self-respect, in — 
short, sanitation in its most comprehensive sense. 

It is time to draw these observations to a close. A well 
known proverb says, “ Cleanliness is next to Godliness,” and I 
hope my hearers will not think that this proverb has so sunk 
ito my mind that I have been betrayed into a sermon instead 
of a scientific discourse. Pardon me if this has been the case, 
but agree with me if, in conclusion, I repeat that cleanliness 
as at least akin to godliness; and, permit me in closing to quote 
a few apposite words from a paper of racy personal recollections 
of the Sage of Chelsea, from the pen of his friend Emerson, 
who says that: “In the decay and downfall of all religions 
Carlyle thinks that the only religious act which a man now-a- 
days can securely perform is to wash himself well.” 





Sir THomas CrawForp (London), in proposing a vote of thanks 
to Professor Smith for his paper, observed that the subject was one 
which was directly connected with the health and welfare of the 
people. With regard to public baths, he called the attention of 
the authorities of Brighton to what appeared to be a want in their 
town. Brighton, he allowed, was well provided with public baths, 
and its sanitary committee was anxious to make them conveniently 
accessible to the public; but the expense attending one class of baths, 
at least, was prohibitive to certain of its visitors and inhabitants, and 
he thought that the complaint which had been made to him in this 
respect in a letter from a lady was deserving of the sympathy of the 
public. This lady was an invalid, writing from her bed, and she 
wrote that, living as she did—on a small pension—she could not 
afford the expense of the sea-baths which her health demanded ; nor 
was she the only person feeling the want of cheap warm and cold 
sea-water bathing. She suggested that some of the apartments on 
the sea-front might be used for this needed purpose. Whether this 
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could be done or not, he sincerely hoped that Brighton would keep 
before them the example of the Romans, and that before many years 
elapsed the town would be celebrated as much for the cheapness as 
for the excellence of its baths—the public being able to get either 
warm, tepid, or cold sea-water bathing as they might require. Indeed, 
sea-bathing he held should be one of the main attractions of Brighton. 


Alderman Dr. J. Ewarr (Brighton), in seconding the vote of 
thanks, said that he felt that. the paper was one which deserved the 
special attention of the Brighton authorities. Not that Brighton 
had been backward in its private and public bathing arrangements, 
for they had both swimming and slipper baths for the well-to-do 
portion of the community, whilst for the public at large they had two 
large bathing institutions at very cheap rates. He was happy to say 
that the older of these two bathing places was a very handsomely- ° 
paying concern, whilst the second, opened two years ago, was so 
rapidly increasing in demand that there could be no doubt that that 
also would shortly prove highly remunerative. With reference to 
the suggestion made by the President of the Congress, he might say 
from recollection that the subject of providing cheap sea-baths for the 
people had more than once been under the consideration of the Baths’ 
Committee of the Town Council, and he felt certain that this evident 
demand would be adequately met. Then there was another suggestion 
made by Professor Smith with regard to the provision of swim- 
ming-baths for Brighton ; that subject had entered largely into a 
paper read already by himself to the Congress. He believed thoroughly 
in the need of such an establishment, for it was necessary in all towns 
that the people should be taught to swim, both for their own safety 
and also on sanitary grounds; indeed, he relied more on this form of 
bathing than on the elaborate but rather effeminate institutions which 
existed in ancient Rome. 


Mr. Cuarius Rosner (London), in reply to Professor Roger 
Smith’s demand for greatly increased facilities for public bathing, 
_ suggested that the School Boards should take the matter up, and 

build baths in connection with schools, making swimming a compul- 
sory part of the children’s physical training, and that baths so 
established should be available for general public use between stated 
hours, on payment of a small fee, which would assist in making them 
self-supporting. 


The vote.of thanks was carried by acclamation, and Professor 
Roesr SMITH, in reply, remarked that he should be glad if anything 
he had said served as a suggestion: for popularising baths either in 
Brighton or elsewhere. 
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On “ The Brighton Waterworks,” by Alderman W. H. Hauuerr, 
F185 3-P.; Dil 


ABSTRACT. 


Tue Water supply of Brighton is obtained from a depth of 
150 feet below the surface; the water is pumped into elevated 
reservoirs, varying in heights, for the purposes of convenient 
distribution—so constructed as to be closed against the action 
of light and of atmospheric imfluences, and containing large 
bulks of 1,000,000 gallons and upwards, the water in them 
constantly changing. 

On the Southdowns, which environ Brighton for an area of 
sixty or seventy square miles, no lakes or rivulets are seen. 
The sub-soil is in general that of the upper chalk formation 
with flints. The two rivers, the Adur, five miles west, and the 
Ouse, eight miles east, which flow through the hills, serve as 
the drainage of the Weald, not of the Downs. - 

Explorers in the chalk find fissures through which pass 
rivulets and rills seawards, and below low water mark on the 
seacoast fresh-water springs find their way out. 

Formerly wells were sunk in the chalk formation with an 
uncertainty as to the result, very like that which is still 
experienced by those who dig in the Sand Rock. 

In 1830 an effort was made by a Company to secure a 
systematic supply to the town of Brighton, and their first well 
was sunk in the Lewes Road. The water was raised by steam 
power to a reservoir 220 feet high. The supply being easily 
pumped out, to increase it tunnels were driven in the form of 
a cross, also to serve as a storage to pump against. <A boring 
was also tried to a greater depth, but. without beneficial result. 

In 1852, consequent on great complaints of the inadequate 
water supply, a new Company replaced the first, with powers 
to carry out extensive works, and also undertaking to give a 
“constant” service supply. 

This duty of giving a “ constant” supply the Company after- 
wards desired to be relieved of, but were unsuccessful. They 
found that although only 7,000 services were connected with 
their system (hardly half of the then existing houses) that their 
supply was quite inadequate. They sunk a well at Preston, on 
the east side of Miller’s Hill, hoping thereby to catch water 
coming from the upper part of the valley of Patcham, but 


144 THE BRIGHTON WATERWORKS. 


without good result. The Patcham water was found to draw 
to the east, and the tunnels at Lewes Road being extended to 
their western limit, intercepted some of this supply of the 
Patcham springs. 

The Directors then called in Mr. James Easton, who had 
successfully secured water for the supply of Ramsgate, built on 
the chalk formation of the Isle of Thanet. 

Mr. James Easton’s method of cutting across the fissures is 
that which is acted on in all the water stations of the Corpo- 
ration. 

He had ascertained and proved that where the stratification 
of the chalk has not been disturbed by upheavals or depressions, 
the fissures, which are the water conduits, are found to be at 
right angle (or thereabouts) with the coast ‘line. 

Each fissure contains a small rivulet, beginning at the super- 
saturation of the chalk, and flowing on ‘and collecting more 
water as it proceeds. 

The sides of the fissures are coloured by infiltrations of 
particles of the upper clays. 

The fissures are seldom more than a few inches wide, generally 
not one inch. Hence there is considerable resistance to the 
passage of the water. At a distance from the outlet, the water 
stands higher and higher in the wells as the distance increases, 
as was shewn by Mr. Edward Easton, C.K. (with diagrams) in 
his paper on these waterworks read at the Brighton Health 
Congress in 1881.* 

In an earlier paper, read in August, 1872, at the meeting of 
the British Association in Brighton, Mr. Easton stated that the 
maximum of water in the chalk is generally in the month of 
March, and the minimum in the months of October, November, 
and December. From diagrams of curves then shown by him 
of the varying depths in the wells, the supply appeared to reach 
them in three and a half to four months after rainfall. He 
concluded that the chalk acts as a storage-reservoir in retaining 
the usually heavy rainfalls of the months of October, November, 
December, and January, during which time evaporation is 
least in operation. 

Up to 1865 the whole supply of the Company was drawn 
from the Lewes Road Works, when the Directors began to 
prepare for a new and independent supply to meet a growing 
and an expected increasing demand. They then commenced at 
Goldstone Bottom, on the west side of Brighton. 

In his paper (August, 1872), Mr. Easton stated that there 





* Transactions of the Brighton Health Congress, 1881, page 48. 


ALDERMAN W. H. HALLETT. 145 


were two distinct sources of supply, each sufficient to give a 
maximum supply. That there were three sets of engines, each 
equal to the delivery in twenty-four hours of the then maximum 
demand, and that there was storage capacity in the reservoirs 
equal to two days’ supply. There, were then 18,000 services 
connected, of which 5,000 were on the “Constant” service. 
The tunnels in Lewes Road were 2,400 feet in length, and 
those at Goldstone were 1,300 feet in length. The town was 
divided into four zones, served from “ Low,” “ Middle,” “ High,” 
and “ Higher” Reservoirs. 

This answers as a stock-taking account of what the Corpora- 
_ tion obtained for their purchase on acquiring the control, 
Ist July, 1872. 

In 1871 the Corporation gave notice of their intention to 
apply to Parliament for a Bill to enable them to purchase the 
Waterworks compulsorily. When the Bill was deposited the 
Company’s solicitor represented that the Directors would fight 
the “compulsory” clause, but would concur in a clause for 
purchasing by agreement. 

The terms arrived at were quite as moderate as would then 
have been imposed by a Parliamentary Committee, and were 
satisfactory to all concerned in the sale. 

‘The Waterworks Committee was appointed in July, 1872, 
and chose Alderman Ireland, Chairman. In June, 1874, an 
outlay of £30,500 was voted at once, involving a new charge 
on income of £1,600 a year. This provided a duplicate engine 
at Goldstone, costing £16,000, a new middle reservoir for the 
west, new mains, and also a liberal sum for driving tunnels. 
The droughts of 1873 and 1874 made this feasible, and by 
November Ist, 1874, great extensions had been made. On 
that day an exceptionally large fissure was opened at the foot 
of the entrance well, driving the men up hastily, and no further 
work was admissible for several years. 

With the best will to do everything necessary or desirable 
the Corporation would not have succeeded as they have done in 
eighteen years, but for good and energetic advisers. From Mr. 
Edward Easton, C.E. (son of Mr. James Easton, already 
named) they have had such plans submitted from time to time 
as have served to keep every part of the great undertaking well 
up to the mark. By their local engineer, Mr. John Baker, 
works of very arduous character have been carefully executed, 
and he has now the entire responsibility for carrying out the 
hew pumping-station at Patcham. 

In August, 1872, the Chairman, Alderman Ireland, informed 
his committee that he had authorised discontinuance of pumping 
at Lewes Road for a few days, so that all the town supply 
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was worked by the ONE engine at Goldstone. The object 
was to allow of a visit to the tunnels by a party of the British 
Association, then meeting in Brighton. Professor Fawcett, 
M.P., was amongst those who made the descent. Now, in 1890, 
to enable your members to inspect the tunnels (in the same 
month of August), Two engines have worked night and day for 
four or five weeks, and an intermission of two or three hours 
pumping would leave the water over the banks and impassable, 
so that no visit could be made. 

The method hitherto pursued has been to sink the tunnels as 
nearly as can be to sea-level. It has been long known, however, 
-that the chalk-fissures go much lower, as some have been 
plumbed 150 feet without finding bottom. Mr. Baker, after 
very extensive workings, is of opinion that, if an opportunity 
offered, there might be intercepted below that level, great 
supplies which are now escaping seaward. That subterranean 
conduits are at work at lower depths, and most probably fmding 
an outlet under the sea, seems to be shown by the Warren 
School well, which was dug to a depth of 1,285 feet before 
meeting with water—or 700 feet below sea-level. When 
water was found it rose to about 100 feet above sea-level; 
pumping for seven hours at the rate of 8,000 gallons per hour, 
lowered it 13 feet. Apparently, the source of supply was not 
strong. The water was not from the chalk, but from the 
Lower Green Sand. The nearest Green Sand formation is a 
narrow belt on the north side of the Southdowns. If that was 
not the source of the Warren well, the next possible source 
would be the Reigate Sands. 

The break-down of machinery, through which the Corpora- 
tion obtained control, naturally kept that subject prominent 
in the minds of the Waterworks Committee, so that they were 
sensitive in any delay in repairs. Not long after they had 
control a delay occurred, and it was at once resolved to have 
as much as possible done locally. The Committee were 
fortunate from the first in having one of its members, Mr. John 
Chester Craven, C.E. (for years Locomotive Superintendent of 
the London, Brighton, and South Coast Railway Company), 
eminently Atle to give engineering counsel, and in 1882 he 
strongly advocated Mr. Baker being allowed, as he himself 
desired, to have works of his own to do repairs. "The mechanical 
appliances have -been gradually added to, and the Committee 
have every reason to be satisfied with the results of their 
expenditure for plant, now reaching upwards of £2,000. With 
it Mr. Baker turns out every subsidiary part used—pistons, 
buckets, &c., &c. He informs me that, with the plant he now 
has, he could furnish a 50-H.P. or even a 100-H.P. engine if 
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ordered. Duplicates are always on hand ready to promptly 
replace any part. 

I have referred to Mr. Easton’s stock-taking in 1872, and to 
the £30,500 passed by the Council in 1874 to carry out all 
that the Directors of the Company had had under consideration. 
The Corporation paid £350,000 for what they bought, and 
their capital debt is now £500,000. One hundred and fifty 
thousand added in eighteen years (inclusive of the £30,500 
just named), and what is there to show for the new outlay? 
The first step was to devote grounds at Lewes Road Station, 
and build greenhouses at a cost of £1,000 for the head gardener, 
who supplies therefrom all the plants required by the Recreation- 
ground Committee. High, middle, and low reservoirs now exist 
on each side of the town, intended to balance each other, so 
that water pumped at one side can transfer to the other, and 
great mains have been re-arranged and relaid for that purpose. 
_ The fire-mains have been materially improved in their force 
everywhere. The constant-service main is everywhere. The 
Corporation have striven energetically to induce its use, and at 
the end of 1889 there were 18,812 constant, against 6,893 
which are still intermittent, or 73 per cent. of “constant” 
service connections. In 1872 there were less than 28 per cent. 
connected. It is hoped that the remainder will come in more 
rapidly under the pressure of good example, but the cost of 
changing the pipes in a house to be adequate for the greater 
pressure from the public reservoirs deters many. The capital 
has increased 33 per cent., and the revenue from £24,000 to 
£42,000, or 75 per cent. There is a gradually-increasing margin 
of profit notwithstanding so much more is supplied by the 
constant service, and although the Corporation supply water 
for street flushings both in Brighton and Hove (which may be 
counted in millions of gallons in the year) without any charge 
whatever ; while the Company never supplied water for public 
uses without charges. 

There must also be included in the £150,000, the purchase 
of the West Brighton Waterworks (£15,000), and the 
preparations for a station at Patcham, £10,000. | 

Nothing can better demonstrate the superiority of the present 
mode of seeking for water in the chalk than comparison with 
what the Directors of the Company did before the system 
was known. They actually dug in the Patcham Valley for 
water and relinquished their attempt, while the Corporation 
from 1883, and without fear of any failure, deliberately go to 
the same Patcham Valley for their third supply. To the 
works at Goldstone this better state of knowledge is owing, 
and to Mr. Baker’s keen appreciation of the state of water 
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affairs near Patcham tunnel may be attributed Mr. Easton’s 
report in favour of a new station there. 

_A visit on the 6th of December, 1884 (after the Healtheries 
Exhibition), of engineers representing great London water 
companies was made to the Goldstone tunnels. Sir Francis 
Bolton and his ‘colleagues of the Kast London Company left 
them intending to adopt a similar system—2,000 feet have 
been tunnelled already. 


Mr. Batpwin Larnam (London) reminded the Section that 
for the last fifteen years he had been carrying on over the chalk 
districts of England observations on underground water. He asked 
if any survey had ever been made of the area which contributed the 
water supply of Brighton? In many towns the water-works were 
located with very small consideration to their surroundings, and in 
many instances water-works had been constructed which had proved 
an absolute failure. At Caterham well after well had been sunk 
without any success whatever in getting an adequate supply of water. 
They had been so sunk on high ground that it was like endeavouring 
to collect water at the top of a spire. So unsuccessful had their 
previous efforts proved that the Caterham Water Company had had 
to buy up another water-works, and now from a lower point in the 
valley they were sending back water to Caterham to be softened and 
distributed. It was important both from a sanitary point of view 
and from the view that the works themselves should be adequate, that 
before undertaking the construction of water-works local authorities 
should have an accurate knowledge of what quantity of water they 
were likely to get from the site selected. He thought that the 
question of water supply was much more important from a public 
health point of view than even drainage works. The fluctuation of 
water was shown in the death rate of children, and the mortality of 
a district might be easily and correctly estimated by taking the deaths 
of children under five years of age, and comparing them with the 
exact fluctuation of underground water. The lower the water the 
higher the death-rate would prove. There had not fortunately been 
any very low water since the periods of 1854, 1864, and 1874 (that 
of 1864 was the lowest), and he thought if they ever got into such a 
low state again it would prove a true test of the value of their several 
water-works. He was sure the Corporation of Brighton were to be 
extremely commended for having seized an opportunity to get absolute 
control of the water supply. It was very unfortunate for any town 
to have two services (intermittent and constant), and he would have 
all intermittent supplies abolished. It would prove to their advantage 
to do so, and it would be found to be true economy. Indeed, there 
was nothing to gain but everything to lose by continuing intermittent 
supplies. More water was used in intermittent than in constant 
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services, and it would be a great advance for the constant service to 
become general in Brighton. There was no decrease in a volume of 
chalk by reason of the solvent action of water; in fact, this action 
was extremely slow, and it was only to the depth of the first fifty 
feet that any change took place. One effect of rain was to saturate 
only the upper layers of chalk, and that was why in chalk water they 
always found a uniform quality. Moreover, the quantity of water 
absorbed by chalk was comparatively small—of rain about one-third 
_ only going into the chalk. Chalk water had a low temperature, but 
when it was distributed this was different. The temperature supplied 
to the town was the temperature of the ground where the mains were 
laid, and if they took the temperature of water from any drinking 
fountain in Brighton, they would find it very different from that 
found in connection with water in a well, whilst ‘it would be very 
much the same as that taken from a drinking fountain in London. 
To the increase in the temperature of drinking water he attributed 
summer diarrhoea, and if they wished to keep this temperature down 
they must lay their mains at a considerable depth. It was ad- 
vantageous for Brighton to have its reservoirs close to the town, but 
if the water had to pass for a mile or a mile and a half through water 
pipes the temperature was sure to get high. He was much interested 
himself in the question of Brighton water supply, and he felt very 
indebted to Alderman Hallett’s valuable paper, for every one of the 
records it contained added greatly to the value of engineering 
literature. 


Mr. R. F. Grantuam (London) directed his remarks to the addi- 
tional stores of water found below the level of the sea, and gave his 
experience of wells sunk by his father and himself at Littlehampton to 
corroborate Mr. Baker’s statement that large quantities of water were 
to be found below the sea-level. It is becoming the custom now, he 
added, not to soften chalk water; the new waterworks at Croydon 
supplied their water from a chalk well, but did not soften it at all. 


Alderman W. H. Hatuerr (Brighton), in reply, explained that his 
remarks about chalk becoming more porous were taken froma report 
to the Royal Commission, whose members, it might be admitted, held 
views which were not accepted now. ‘To his knowledge no complete 
survey of the area which contributed to Brighton water supply had 
been made. He would mention in a general way that it extended as 
far as the Dyke, and that they were overburdened with water, for the 
supply was double what was consumed; under these circumstances, 
there was no likelihood of Brighton having yet awhile to go below the 
sea-level for its water. 
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On “ Water Works Regulations,” by ReGinaLp E. MIDDLETON, 
M.Inst.C.E. 


THE subject on which I have been asked to write is that of 
Water Works Peon: with regard to their bearing on 


sanitation. 
I have obtained copies of regulations from some twenty-two 


corporations and companies in about equal proportions. 

Most of the corporations and companies provide their regula- 
tions in the handy form of small pamphlets, which bear 
throughout a general family likeness; and it is only in a very 
few cases when there is any marked departure from the general 
form, and this departure is for the most part in the direction 


of omissions. 
I quote the Regulations of the Liverpool Corporation Water 


Works in eatenso, as being, perhaps, as complete and simple as 


any others. 


1,—Persons requiring a supply of water must fill up, sign, and deliver a 
form of application, to be obtained at the Water Engineer’s Office, and pay to 
the Treasurer a sum equal to one quarter’s water rent, also a deposit (the 
amount of which will be stated when the application is presented ), on account 
of any piping or fittings which may have to be furnished or laid for the 
applicants by the Water Committee, 

—Such persons must, at their own cost, provide, lay down, and maintain 
all service pipes and fittings which may be required within their premises, 
and one foot of pipe beyond the boundary thereof; and in the case of all 
premises situated outside of the Borough, or of supplies for other than 
domestic purposes within the borough, they must also pay the cost of 
providing, laying, and maintaining the piping and fittings necessary to form 
a connection with the main, which work will be done on their behalf by the 
servants of the Corporation. ; 

3.—The Corporation will publish on their Water Rent Papers, on the Waste 
Water Notices, and in such other manner as they may from time to time 
consider necessary, the names and addresses of such plumbers as they may 
approve of, who undertake to execute work in accordance with the following 
Regulations; and such plumbers will become responsible to the Corporation 
for the proper execution of all work done by them, and before they are placed 
on the list will sign an agreement accordingly. If they fail to comply with 
the requirements of the Corporation, their names will be struck off the list. 

4,—All fittings used in connection with a supply of water must be tested 
and stamped by the duly authorised officer before being fixed, and the 
following Fees will be charged: 


Bub: Gd Stop. Vays vc. :.is age gamomenwictwnebiececeetressuce 2d. each. 
Ball WAG yiiccdos ak inigarons sto adsn scene ceva ewan erommeeveee 0 ar 
Closet Cisterns with Ball Taps. ...............00008- Odie s 


5.—A set of standard fittings such as have been hitherto approved is 
exhibited in the Stamping Office; but the Engineer will give due consider- 
ation to the claims of any other fitting which may be presented for approval, 
and which, if considered satisfactory by the Committee, will be stamped, the 

sample purchased and placed among and become one of the standard fittings. 
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Before any fitting is withdrawn from among the approved samples, six 
months’ notice will be given to the Master Plumbers’ Association. 
6.—Every service pipe hereafter laid or fixed below ground shall be of lead; 
and every joint on every lead pipe, whether below the ground or not, shall be 
of the kind called a plumbing or wiped joint. 
7.—All service pipes laid underground must be at least 2 feet 6 inches below 
the surface, and must be brought out through the boundary of the premises 
2 feet 6 inches below the surface of the street or roadway. 
8.—Lead service pipes, for supplying water for domestic purposes, must be 
of the diameters stated below:— 
For 1 house, not exceeding £20 per annum rateable value, 2 inch diameter. 
For | house, above £20 but not exceed £70, or for 6 houses, not exceeding 
£13 each rateable value, 4 inch diameter. 
For 1 house, above £70, or 14 houses not exceeding £13 each rateable 
value, #inch diameter. | 
9.—No house or block of offices in the same building belonging to the same 
person, shall have connection with the pipes or other fittings of any other 
premises. Where two or more houses of a rateable value exceeding £13 per 
annum each are supplied from one cistern, a leading pipe from the cistern 
must be laid in the back passage, and separate branches taken therefrom into 
each house; and in all cases of blocks of houses, whether under or exceeding 
£13, supplied from one cistern, a by-pass pipe, with stop-cocks, must be 
placed in such a manner as to lead the water direct from the mains to the 
houses during periods of constant service. 
10.—Lead pipes shall be of not less than the following weights per lineal 
yard :— 


PIPES IN THE UPPER DISTRICT AND IN THE LOWER DISTRICT IF SUPPLIED 
FROM A CISTERN. 








PSU MMO ns cecsaecsscusness 43 lbs. per yard. | 2-in. dia...............66. 8 lbs. per yard. 
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PIPES IN THE LOWER DISTRICT UNDER PRESSURE FROM THE MAIN, 
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Any lead pipe of which the end is open so that it cannot remain charged 
with water, may, however, be of the weight given in the following scale :— 
gin. internal dia......... 3 lbs. per yard. 1-in, internal dia......... 7 lbs. per yard. 
4 39 99 OO tee e 99 39 4 99 99 tt oes 9 9 

11.—Pipes of any other metal than lead shall only be fixed after samples 
thereof have been submitted to and approved by the Water Committee. 

12.—No pipe shall be laid through, in, or into any sough, drain, ash-pit, 
manure-hole, or other place from which in the event of decay or injury to 
such pipe, the water might be liable to become fouled or to escape without 
observation, or without occasioning the necessity for immediate repair. 

In any case in which any such sough, drain, ash-pit, manure-hole, or other 
place as aforesaid, shall be in the unavoidable course of the pipe, such pipe 
shall be passed through an exterior cast-iron pipe, or box of sufficient length 
and strength to afford due protection to the water pipe, and to bring any 
leakage or waste within the means of easy detection. 

13.—No pipe shall be brought above the level of the ground outside any 
building, except for the supply of an outside tap in a yard, in which case the 
pipe shall be properly protected from frost by brickwork, or otherwise, and 
encased in felt, or other non-conducting material, to the satisfaction of the 
Engineer. 

_ 14.—Every separate service-pipe must be provided with a stopcock and box 
which will be fixed outside the private premises by, and in cases of domestic 
supplies within the Borough at the expense of the Corporation. 
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15.—A tap shall be placed in each house, on the leading pipe from the main, 
in order that water may be drawn for drinking and culinary purposes without 
passing through the cistern. 

16.—- Storage cisterns must be provided for all domestic supplies. Where 
there is a bath or hot water apparatus, the cistern must hold not less than 50 
gallons for each house. In other cases, not less than 25 gallons for each 
house. 

17.—Cisterns for the storage of water (not including water closet and urinal 
regulating cisterns) shall, if of wood, be lined with lead of not less than 5lbs. 
to the square foot. The iron, wood, or slate work shall be strong and well 
put together, and each cistern shall be provided with a ball tap which must 
be securely fixed to the side thereof, and it must be in such a position as not 
to become submerged when the cistern is full, and the level of the water at 
such time shall be three inches below the overflow. 

18.— Domestic boilers, water-closets or urinals must in all cases be supplied 
from cisterns, All cisterns for the supply of water-closets or urinals shall 
either be on the alternating valve principle, and so constructed as to be capable 
of delivering two gallons at each flush, which must be discharged within 15 
seconds, or otherwise so arranged as to produce the same result in an equally 
efficacious manner; but no valve except the ball cock shall at any time have 
a greater pressure upon it than that due to the head of water in the cistern. 

19.—Overfiow pipes of cisterns or other receptacles for storing water shall 
be not less than #-inch internal diameter, and wherever the level of the 
cisterns will admit of it, they will be brought to conspicuous points above 
the ground on the outside of the building containing the cisterns, in such a 
manner as to act as warning pipes, but in no case shall they discharge over 
the ashpit. Where a cistern is too low to admit of this, the overflow pipe 
shall be fixed in such a position as shall be determined, in writing, by the 
Engineer. : 

20.—No pipe for the conveyance of, or in connection with, water supplied 
by the Corporation, shall communicate with any cistern or other receptacle 
used, or intended to be used, for rain water. 

21.—No cistern for a domestic supply of water shall be built or placed 
under the surface of the ground. 

22.—Every cistern shall be in an accessible position, and made capable of 
easy inspection. 

23.—Where a cistern is fixed in an exposed position it must be bricked 
around, or otherwise encased and covered, so as to prevent, as far as prac- 
ticable, the action of frost upon the water. 

24.—The pans or basins of all water-closets, not of the trough kind, must 
be of a semi-circular shape, or of such other form as can be most efficiently 
flushed ; the down pipe from the cistern to the basin of the closet must be of 
not less than 14 inches in diameter, except in connection with pan closets, 
where the head of water exceeds 8 feet, when the down pipe may be of 1 
inch diameter. In the case of pan closets, the metal pan shall be capable of 
bearing a weight of 7 lbs. 

25.—The detail arrangements of all trough closets shall be submitted to, 
and approved of, by the Engineer before such closets are fixed. 

26.—Every bath must be provided with a well-fitted and perfectly water- 
tight ground outlet plug, with chain complete, or such outlet tap as shall be 
entirely independent of the inlet. 

27.—None but screw-down taps, incapable of being suddenly closed, shall 
be fixed on pipes supplied direct from the main. 

28.—Any standpipe fixed for the use of the occupants of more than one 
house must be fitted with a self-closing apparatus incapable of being suddenly 
shut. 

29,—The Corporation will provide and fix all water meters for the supply 
of water for trade purposes, and will also lay the service pipe from the 
boundary of the premises to the inlet of the meter, and fix the stopcock 
thereon, at the expense of the occupier of the premises. 

30.—No steam boiler, or any description of closed boiler, will be allowed to 
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be supplied direct from a service pipe; but the supply will be given through a 
meter, and a self-acting check valve must in every case be fixed on the pipe, 
so as to prevent a return of the water. 

31.—Hydrants for fire or other purposes inside premises can only be per- 
mitted by the special sanction of the Water Committee, for which application 
must be made in every case. 

32.—Before a connection for the supply of water can be made, or before 
any additional fittings can be connected to an existing service pipe, the work 
must be inspected and approved by the proper officer of the Corporation. 

33.—Printed forms wil, upon application, be furnished to plumbers who 
have signed an agreement to conform to the regulations, which they will be 
required to fill up and deliver at the Engineer’s offices, as notices of fittings 
being ready for inspection, and also of any alterations made in existing 
service pipes or fittings, and such notices must be given before pipes or other 
fittings are covered. 


INSTRUCTIONS TO PLUMBERS AS TO REPAIRS OF DEFECTIVE FITTINGS. 


All existing fittings which are so far defective that they cannot be effec- 
tually repaired to the satisfaction of the Engineer, must be replaced by 
stamped fittings, in all respects in conformity with the preceding regula- 
tions. 

The attention of Plumbers is directed to the following special cases :— 

Any single valve regulating cistern, if found to be causing a waste of water 
after having, on a former occasion, been repaired on account of waste, shall, if 
the two periods of waste have occurred within twelve months, be replaced 
by a stamped cistern. 

Common cocks (whether bib-cocks, stop-cocks, lever-handled, or weighted 
cocks) to water-closets when found to be wasting water, or left open through 
carelessness, must be replaced by stamped cisterns, 

Whenever a leakage arises in, or repairs have to be effected to a ball-cock, 
in a cistern of which the overflow is connected with a drain or flush pipe, the 
existing overflow must be cut off and brought to the outside, in accordance 
with regulation 12. 

Such underground cisterns as may cause unseen waste shall, if found to lead 
to waste in any case, be abolished. 

GEORGE F., DEACON, 

Municipal Office, Dale Street. ; Water Engineer. 


NotTIcE TO PLUMBERS. 


As there appears to be some misapprehension concerning the operation of 
the Regulations of the Corporation in regard to By-Pass Pipes, Overflow Pipes, 
and Cisterns, the following explanations are issued for the guidance of 
Plumbers :— 


AS TO REGULATION No. 9—By-PAss PIPEs. 


In all cases where two or more houses are supplied from one cistern, and 
there is no tap supplied direct from the main, a connection must be made 
between the inlet and outlet pipes, so that during periods of constant service 
the water may flow direct from the main to the inside pipes. This may be 
done in one or two ways :— 

(a) By a pipe joining the inlet to the outlet pipes, and provided with 
stopcocks to enable the water to be turned either into the cistern or 
direct into the outlet pipes without entering the cistern. 

(b) By a pipe joining to the outlet of the ball cock, and to the outlet of 
the cistern by means of brass unions; the union at the outlet to 
have a lock nut. A sketch of this arrangement will be shewn on 
application at this office. Ball cocks specially adapted for the 
purpose will have to be provided, and must, together with the 
unions, be stamped by the Corporation Testing Officer, 


All pipes and taps used in houses where the by-pass arrangement is applied, 
must be of the kind required for direct communication with the main, 
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As TO REGULATION No. 19.—OVERFLOW PIPEs. 

Overflow pipes must not be laid into back yards or on to roofs, but must be 
brought to the outside of the premises to which they belong, in accordance 
with Regulation No. 19. 

No departure from this regulation will be allowed without permission being 
given in writing. 

AS TO THE FIXING OF WATER CLOSET CISTERNS, 

Numerous cases have been reported where water closet cisterns, in new 
houses, have been fixed on single bearers, and the covers have been allowed 
to rest against the walls of the closets. This arrangement is objectionable. 
The cisterns should be firmly supported, and set in a level position without 
being supported by the walls of the closets. The covers should be serewed on 
when the cisterns are properly fixed, and should be capable of easy removal, 

AS TO THE COVERS OF STORAGE CISTERNS, 

Regulation No, 22 requires every storage cistern to be “made capable of 
easy 1nspection.” To carry out this regulation the cover of every large cistern 
should have an opening over the ball cock with a lid, fastened with screws, so 
that it may be readily removed to examine the interior of the cistern and ball 
cock without removing the large cover. 

GEORGE F, DEACON, 
Water Engineer. 

It is to be specially noticed that in many cases the authorities 
state that only such plumbers as are certified by them shall be 
employed by the consumers, and I am informed that in one 
case where a plumber had been suspended, he attempted, by 
action at law, to obtain a reversal of his suspension, but that 
this action on his part was successfully resisted. How far this 
procedure is really authoritative [am unable to state. In most 
cases the authorities content themselves with publishing a list 
of plumbers who have signed an agreement with the Corpora- 
tion or Company, by which they bind themselves to adhere to 
the Regulations on pain of having their names struck off from 
the list of authorised plumbers if they neglect to do so; but in 
these cases the Corporations and Companies do not appear to 
consider that they have any right to insist on the employment of 
the plumbers whose names appear on these lists, and these only. 

It seems most desirable, in the interests of the consumer, as 
well as of the Water Company, that only reliable plumbers 
should be employed, and if the Company has power to make 
regulations as to the supply of- water, and to refuse to afford 
such supply unless certain conditions are complied with, one of 
these conditions may reasonably be, that only plumbers who 
agree to work in accordance with certain regulations, and who 
will be responsible for the excellence of their-work, shall be 
employed; it does not appear, however, that such exclusive 
employment is insisted on in the majority of cases, though it is 
strongly recommended. 

4, All fittings must be tested and stamped. This is a general, 
but by no means universal requirement; in many cases it is 
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stipulated that the valves and other apparatus shall be approved 
by the Company ; in some instances no stipulation whatever is 
made on thishead. It seems desirable that water fittings should 
be of the best quality, and that each fitting should be stamped 
by the water authority, who should be responsible’ for its work- 
manship, and for its fitness for its purpose. It would probably 
be more convenient still if each Corporation or Company were 
to'supply these fittings at trade prices; but this practice might 
have a tendency to stereotype designs, and to prevent the intro- 
duction of new and improved patterns. 

5. A set of standard fittings is exhibited in the stamping 
office, and the engineer will examine any other fittings and 
decide whether they may be used or not. 

This seems to be a universal provision when stamping 1s 
compulsory and is only just. 

In the Glasgow Corporation Water Works Regulations, a 
list of dimensions of taps and fittings is supplied in the 
following form. 

The taps must not be less than of the following qeiehts 
and dimensions :— 


SIZE OF TAPS, 


a ‘ 
$-in. l-in. 





: the 
3-1n, | 5-10. 








Serew-down Loose-valve 

Nose-cocks & Stop-cocks| 94 ozs. | 123 ozs. |.164.0zs. | 21 ozs. | 35 ozs. 
Diaphragm Nose-cocks and 

SHOM=COCKS 2 oc fies. vencaci- LO ccc EA eg WOK ai Ws og ade oO ean 
’ Double-valve Nose-cocks...| 11} ,, | 144 ,, | 18% ,, | 223 ,, 
Screw-down Loose-valve 

PTE COCKS cna ceransidacadeenl Po ienes: [le Gemma aan ee 
iaphracm Tube+coeks.. |) sess. || Sees e3 

Outside diameter of tube!’ weiccs |. weave 2 ins, 
Underground Stop-cocks— 

CEN Gi Li va pon duoass wedndetiy coekes DAR Be Sabens OO. ~ 539 1.04 

enoth Of COCKS © .c.c.ccs.|\ sae OP INS! | ssc es 5Zins, | 621 ins, 
Ferrules— 

RCT SUNG) cece. didssvecteeetaby (Sadnen Ue ime see: “oo | Magedes 8 ozs. | 143 ozs. 

No. of threads of screw 

COCO TNEN). cs snsavsetecel vests he ied Macetnscen llivia taaniate 14 11 





Re CHING. Re dees cetcsinaesencenl | signee Tih, Tateiaae 28 Ibs. 


All taps must have the maker’s name stamped upon them. 

6. All service pipes shall be of lead and every joint shall be 
wiped. 

Lead pipes are required by the majority of companies, and 
in a few cases these are specified to be tinned; in. a few 
instances wrought-iron pipes are permitted, and in one or two 
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cast-iron pipes may be used; but wherever lead pipes are 
required wiped joints must be made. 

7. All service pipes must be laid at least 2 ft. 6 in. below the 
ground. 

This depth varies in different places from 1 ft. 6 in. to 3 ft. 

8. Lead service pipes must be of certain dimensions. In 
this case the smallest pipe permitted is # in.; most of the 
companies do not allow of a smaller ciometer for a service pipe 
than 2 in., and specify that where a 2 in. pipe is used only one 
tap may be placed upon it. 

9. That each house or block of small houses should have its 
own separate supply is an almost universal stipulation and a 
reasonable one. 

10. This regulation provides for the weight per yard of the 
lead pipe used for supply—such weight varies with the pressure 
of water maintained in the mains. Pipes not under pressure 
may be of lighter weight. 

12. Pipes may not be laid through any drain, &c., unless 
provided with an exterior cast-iron casing. This is a universal 
and necessary requirement. 

13. No pipe shall be brought above the level of the ground 
outside any building, unless properly protected from injury and 
frost. 

No exception can be taken to this regulation. 

14. Outside stop-cocks are in this case fixed by the corpora- 
tion. In many cases they are only recommended, and in others 
they must be fixed at the expense of the consumer. 

- It is, I should say, desirable that the use of stop-cocks should 
be compulsory, and that they should be fixed by and at the 
expense of the corporation or company. 

15. The supply for drinking and culinary purposes shall be 
drawn direct from the main. 

It is most desirable that this stipulation should be universal, 
but this can only be done by making constant supply universal. 

16. Storage Cisterns. In the regulations of the Liverpool 
Corporation, where a bath or hot-water apparatus is used, the 
cistern must be capable of containing 50 gallons, in other cases 
25 gallons. In many instances it is provided that cisterns to 
contain a day’s supply shall be provided—which is a very in- 
definite term—in others, no provision is made. 

17. Cisterns shall be strong, and if constructed of wood shall 
be lined with lead, weighing at least 5 lbs. to the square foot ; 
the ball valve shall be securely fixed to the cistern, and shall 
not be submerged when the cistern is full, and the level of the 
water at such time shall be 3 ins. below the overflow. 

18. Domestic boilers, water-closets, and urinals must in all 
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cases be supplied from cisterns. Such cisterns shall either be 
on the alternating valve principle, and capable of delivering two 
gallons at each flush in 15 seconds, or otherwise so arranged as 
to produce the same result ; but no valve except the ball valve 
shall have a greater pressure on it than that due to the head of 
water in the cistern. | 

In many of the regulations it is provided that for closets and 
urinals water shall only be drawn from a two gallon cistern, 
whether separate from or attached to the main cistern; such 
supplementary cistern to be provided with valves, which shall 
- not admit water to the cistern at the same time as it flows from 
it. No doubt this arrangement is the best for insuring that 
only two gallons of water shall be used at each flush, but unless 
the inlet to the cistern is of considerable dimensions, which is 
not usually the case, when the closet or urinal is used in quick 
succession on the second using the cistern is not full, and the 
closet or urinal is not sufficiently flushed. 

19. Overflows from cisterns shall act only as warning pipes, 
they shall not discharge over any ash-pit. This provision 
precludes the use of a standing waste, or other arrangement 
by which the cistern may be readily emptied and cleaned, and 
it is preferable that a ground valve should be permitted in the 
bottom of the cistern, in order that it may be easily cleaned out, 
such ground valve to communicate with a rainwater head, and 
thence, but indirectly, with a gully. 

20. No water pipe shall communicate with a rain-water 
cistern. 

This regulation requires no comment. =~ 

21. No cistern for domestic purposes shall be placed below | 
the surface of the ground. 

This is a general specification. 

22. Every cistern shall be in an accessible position, and made 
capable of easy inspection. 

As here specified, this requirement can be met with facility, 
but when it is stated that every cistern must be securely 
covered, and must be easy of inspection, some explanation is 
necessary, and this is given in one or two cases, and the 
requirement is stated to mean that a good cover must be fitted 
to every cistern, and a small door provided in it by which 
access can be obtained to the ball cock. It must be obvious 
that such an arrangement as this makes it exceedingly difficult 
to clean the cistern, or to see if it requires cleaning. 

23. Cisterns must be protected from frost. 

24, The pans or basins of water-closets must be of a specified 
form; the flushing pipe, except in the case of pan closets 
provided with cisterns having a fall of at least 8 ft., must be 
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14 in. in diameter; in the latter case they may be 1 in. in 
dietaeice and in pan closets the pan must be able to sustain a 
weight of 7 lbs. 

If closets are amongst the standard fittings which must be 
approved, as they certainly should be, this and the following 
clause, so far as closets are concerned, are useless; and if 
closets must be approved, any regulations with regard to pan 
closets might be omitted, as they ought not to be passed by any 
engineer. 

25. Trough closets to bs approved by the engineer. 

26. Every bath shall be provided with a water-tight plug or 
valve unconnected with the inlet valve. 

This clause is meagre and does not compare well with the 
requirements of many other places where it is specified that the * 
inlets shall be above the highest water level in the bath, and 
that there shall be no overflow other than such as will act as a 
warning of waste. 

27. None but screw-down or slow-closing taps shall be fixed 
on the main or pipes connected directly with it. 

28. Any stand pipe used by more than one house must be 

provided with self-closing apparatus, incapable of being suddenly 
shut. This appears to be necessary in the case of any stand 
pipe, whether used by one or more houses. 
— The remaining clauses, Nos. 29 to 33, and the instructions to 
plumbers with regard to defective pipes and fittings, do not 
call for any remark, they appear to be common sense and 
reasonable requirements, though, considering the powers claimed, 
it might be expected that only water-closets of approved pattern 
would be permitted, and that direct connection between cisterns 
used for domestic supply and closets would be condemned. 

The second instance of a series of regulations which has been 
taken to illustrate this paper, is that of the Chelsea Water Co., 
and forms a great contrast to the above. In the regulations of 
the Liverpool corporation there are thirty-three clauses besides 
instructions to plumbers with regard to defective fittings and 
explanatory notes, whereas in those of the Chelsea Water Co. 
there are only seven clauses, lettered from A to G, and: 
corresponding generally with Nos. 17, 18, 19, 20, 21, and 26, 
and may be shortly summarised as follows :-— 

A. Every cistern shall be water-tight. Separate cisterns for 
baths, closets, and hot-water apparatus, are recommended. 

B. "Underground cisterns and wooden cisterns without metallic 
lining are not permitted. 

C. Each cistern must be provided with a ball-valve, securely 
fixed to the side of the cistern, the highest level of water not 
to submerge the ball, and to be 2 ins. below the warning pipe. 
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D. No waste pipes are permitted other than warning pipes, 
which must not be connected with any drain. 
EK. Taps to be of the best screw-down kind, and in accordance 


with sample. | 

F, Water-closets and urinals must be supplied only through 
a cistern or service-box, or other approved waste-preventing 
apparatus. Stool-cocks and T taps are prohibited, and there 
shall be no direct connection between any closet and the 
Company’s pipes. , 

G. The inlet of a bath must be distinct from the outlet, and 
it must be placed above the highest water-level in the bath. 
Every outlet shall be provided with a water-tight plug or valve. 

No bath shall have any overflow other than a warning pipe. 
' Where the regulations are full and explicit, although they 
are primarily directed to prevent waste of the Companies’ 
water, yet they also act fairly, though not completely, as safe- 
guards to the consumer from a sanitary point of view. This 
cannot however be said of the short and incomplete regulations 
—they are directed almost entirely against waste of water. 

I may suggest that it would be advantageous if all regula- 
tions could be assimilated, with such slight modifications only 
as are necessitated by local requirements. 

I append certain regulations of the Manchester Corporation 
Water Works which are worthy of consideration. Regulation 
No. 15, by which urinals may be flushed direct from the service 
pipe if a self-closing tap be used, does not appear to be judicious. 


4. On and after the first of January, 1879, all Stop Cocks to be fixed on 
service pipes must be of larger diameter than such pipes:—for instance, 2 
inch pipes must have 4 inch Stop Cocks; 4 inch pipes, 3 inch Stop Cocks; ? 
inch pipes, 1 inch Stop Cocks; and 1 inch pipes, 14 inch Stop Cocks. 

13. No Tap for domestic purposes in Dwelling-Houses, or for drinking 
purposes in Warehouses, will be allowed to be supplied from a Cistern, but in 
all such cases Drawing-Off Taps must be fixed on the Service Pipe before it 
enters the Cistern; Baths, Water Closets, Urinals, and Wash Basins only are 
allowed to be supplied from a Cistern. 

15, Urinals may either be supplied by a Self-closing Tap, of approved 
description, from the Service Pipe before it reaches the Cistern, or by a 
Urinal Cistern of approved pattern. 

27. The Waterworks’ Committee will provide and fix all Water Meters, 
and will also lay the Service Pipes from the boundary of the premises to the 
inlet of the Meters and fix the Stop Cocks thereon, at the expense of the 
occupier of the premises, and such inlet Pipe and Stop Tap must not be 
interfered with by Authorized Plumbers or any other persons, without the 
sanction of Superintendent or other authorized Officer of the Waterworks’ 
Committee. 

30. Information from Authorized Plumbers, or other parties, as to any 
infringements of the preceding instructions will receive the immediate 
attention of the Committee, 

31. Authorized Plumbers will be struck off the Lists if found lending 
their names to unauthorized persons. 

34, All Taps (with the exception of those specially allowed as per Regula- 
zions Nos. 9 and 15) must be on the screw-down principle, with loose valves 
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and stuffing boxes; the diameter of all orifices in the seats on which the 
valves work in the 7aps to be the same size as the Taps themselves ; and all 
Taps must be capable of resisting a pressure of 300 lbs. to the square inch, to 
which they will be subjected in testing. 

_35. The Bib and Stop Taps must be of the following average weights, 
Viz. :— 


“AL BIGID u.s:5:5.0:s cisiarsinaleth an gale Gieiaainencel odeeiauCemeenine Nar 324 ounces. 
4 so: Tei sieatas gsi tios ttdmad eaten aaen Naeem eect ee 21 3 
Boia! Seals aatiejaa cahyeuice, waetoawaselpe dae aaeecemeeetes Ma 333 
i Wyss Falew ae Gee Me vinelalonda slg phidee a. someee aemeaaaneney cr ae 
Double Valve Bib Taps— 
Bp ALUCID cb side. cS oraaanaedeepateablarnnentasa cea aneasenees 223 ounces. 
Bey. by wesieihe dsdgnee cate sessed nPasenasens se qoeacp seat Bot: as 
EP ayn, Sineainec gate duistaatieieceic Swrapannea aes seems seen 104. .,, 


36, Ball Taps must be of the best quality, and the diameter of the Tap and 
Ball as under :— 
1 inch diameter of Tap, not less than 6 inches diameter of Ball. 


$ 99 9 53 y) 
al, 41 

DB} 9 29 2 9 
3 9 29 43 by) 


37. The Rods or Spindles from the Balls to the Taps must not be less than 
the following lengths :— 


lineh diameter ‘of Tap ....i<...0tis.se00ses 13 inches long. 

3 eereeseseceseeseed > 

i ee Pe Rene ony ON ie ae 

a Shs hee ON abaceanaceataucernes 11 5 

38, The Strength of such Rods must not be less than as follows :— 
End next the Tap. find next the Ball. 

Finch $3 by sy INC” <leds.cssenn sis oseseesee 32 by 3% inch. 

Sh DES AWE cs Usaha nce she taawe cece ditto. 

Niels aa tae: orale | caesscoereh scene sary seca 34 by x inch. 

Bi ye ERD ay gs abate Tee toeemastos desea ditto. 


The Reds or Spindles referred to above may be of the following strength, 
in lieu of those stated, viz., 44 by #5 inch. 

39. Such Taps without Balls or Spindles must not be less than the 
following weights :— 


PMHIUCH 2.21252 -2055scnendsacemssnecnsssenuesaseuces cans 224 ounces, 
SDN) aie wk oe cow caniie. Maawnnaetan macnn mamoeme Kt ee 
4 99 —§- «—« POH MHH HOSE ECERE CEH SEL EREDEDEMFOREEEF AHEOOLEEH EES 7% 99 


FERRULE TAPS FOR BATHS. 
40, The weight required in future by the Waterworks’ Committee for the 
above Taps without the handle will be 20 ounces, and no Taps of this nature 
will be passed and Stamped of lighter weight. 


SPECIFICATION FOR DOUBLE VALVE CISTERNS, AND VARIOUS PARTS 
THEREOF, 


(Referred to in Regulation 17.) 


1, The 73 x and 73 N T Cisterns to give two gallons of water each flush, 
and to be so constructed as to contain two gallons two inches below the 
overflow or tell-tale pipe. 

2. The Valves to be of lead with brass lining, and brass faces for the 
Indiarubber Washer. 

3. The Valves in 73 x and Small Valves in 73 N Tf Cisterns to weigh not 
less than 2 lbs. each, and the Large Valves in 73 N T to weigh not less than 
34 Ibs. each, 

oe The Valve Rods to be of Brass, and not less than ;%, in, in thickness, 
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and to have a strong brass nut screwed and riveted ou to the bottom, a loose 
brass washer to be placed above the nut in order to take the wear which 
- arises through the Valve being suddenly and repeatedly lifted. 

5. The Indiarubber Washer to be of the, best quality, and not less than 
x in. thick. 

2 6. The Valve Seats inside Cisterns to be of brass, and fastened down by a 
strong lock nut and union, The bearing on the bottom of the Cistern to be 
not less than 3 in. 

7. The bearing of the Valve Rods to be of brass, and the female bearing of 
Cistern Levers to be bushed with brass } in. in thickness. 

8. The Cisterns to measure 18 in. in length, inside measure, so as to allow 
the rod of the Ball Tap to be of the proper length. 

9. The Indiarubber Buffers to be fixed on the top of the Cisterns instead 
of being at the underside of the lever. 

10. The Trapping Box of 73 n T Cisterns to be supplied through 24 in. 
orifice with a proper Valve not less than 3 in. in diameter. 

11. The fall or outlet pipe of both 73 x and 73 N T Cisterns to be not less 
than 13 in. internal diameter. The pipe in trapping box to be of brass, and 
to be directly under the outlet valve. 

12. The 73 nN T Cisterns, Valves and Lever inclusive, to weigh not less than 
85 lbs. each, without cover. 

13, The 73 x Cisterns, Valves and Lever inclusive, to weigh not less than 
65 lbs. each, without cover, 

14. Cisterns will only be approved that are constructed in accordance with 
the foregoing specification. 

15. A sample Cistern in accordance with this specification may be seen at 
the Waterworks’ Testing and Stamping Office, Town Hall, Manchester. 


SPECIFICATION FOR SYPHON CISTERNS FOR WATER CLOSETS. 


1. The Cisterns are not to discharge more than two gallons of water at 
one fiush, whether the pull be quick or slow. 

2. The discharge pipe, or under side of the syphon bend pipe, must not be 
less than 3 inch above the side of the Cistern, so that in case of leakage from 
the Ball Tap, while the Cistern is not in action, the water shall overflow the 
side of the Cistern and not go down the discharge pipe, but this must not in 
any way interfere with the existing Regulatlons as to overflow pipes. There 
must be no connection with the Cistern and discharge pipe other than the 
syphon, which must be capable of being brought into action when the water 
level is at least one inch below the overflow pipe. 

3, All working parts liable to corrosion must be made of, or faced with, 
Gun Metal, or other approved material not liable to corrode, and should the 
syphon or part of it be of [ron it must be of such weight and dimensions as 
shall in no way lessen the effective working of the Cistern in case of corrosion 
taking place. 

4. No Cistern with piston or other action requiring a quick or sudden pull 
to start the syphon will be allowed, nor any Cistern that is not capable of 
being brought into action with a gentle pull or drop of the lever. 

5. No Cistern will be approved where there is any decrease in the force of 
the flush during the discharge of the quantity of water allowed, or which by 
manipulation of the pull or lever or any contrivance allows a constant flow 
of water to the closet. 

6. All appliances for the discharge of water must be of the simplest kind 
and not liable easily to get out of order, and be such as can be readily 
repaired; they must also work with little noise or jar. 

7. Iron Syphon Cisterns must have round corners, inside and outside, as a 
protection against frost. 

8. Such Cisterns must be made of the following strength, viz.:—to gauge 
; inch at the top tapering to +3, inch at the bottom, 

9, All Cisterns must be 18 inches in length. 
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Mr. Roeurs Frenp (London) drew attention to the two-gallon 
system of flushing water-closets. He admitted that it was quite 
possible for two gallons of water to be sufficient for this purpose, 
but though the cisterns were of the two-gallon measure they very 
seldom got the full two gallons of water from them. The sanitary 
object desired to be gained was this, not merely that there should be 
sufficient water to flush out what there was in the closet, but that 
there should be sufficient to carry it away from the house. Possibly, 
as he had said, they could manage with two gallons for this purpose, 
but generally they wanted more; but with a hard and fast rule like 
this, confining the cistern to the two gallons, what were they to do? - 
To be sure they had no desire to waste water, but did the two-gallon 
cistern prevent a waste? He held that it did not, for a careful 
person finding the first flush insufficient would wait until the cistern 
was re-filled, and then flush again. So that really they were not 
saving water by this system. In Scotland it was the rule for cisterns 
to hold four gallons, and it seemed to him very necessary that it 
should be urged on authorities to provide a larger quantity of water, 
for the point was a very vital one. There were certain closets for 
which a small quantity was perfectly inadequate. He did not know 
what regulation prevailed in Brighton in this respect, but if the 
Corporation confined their cisterns to two gallons he earnestly urged 
them to alter the system. Another thing he held was that water 
pipes should on no account be allowed to pass through drains. 
Nothing was more dangerous. Then with regard to the opinion that 
had been expressed about pan closets. He quite agreed with it, and 
he thought if the authorities of Brighton and Hove resolutely set 
their faces against their use they would very soon get rid of them. 


The Prustpent of the section asked Mr. Field if, as a sanitarian of 
great; experience, he quite agreed with the legislation that only 
allowed lead pipes to be used in connection with the water supply in 
houses ? 


To which Mr. Freup replied that he did not, as water in some cases 
very seriously affects lead. Jt was much better in such cases to use 
iron. 


Mr. Wa. Warts (London) also considered it very injudicious to 
enforce the use of lead pipes in all cases, and more especially in those 
cases where there was not a constant flow of water through the pipes. 
He had known two miles of lead pipe kept perfectly free for many 
years with soft water flowing through them, but then the pipe was 
not stopped up at its ends at all. Its purpose was to keep the cisterns 
in a small village filled with water, and he was asked his opinion 
about it at the time—nearly twenty years ago—and he believed the 
pipe was still in perfect use. He was glad that Mr. Field had called 
attention to the sanitary defect—chiefly emanating from water com- 
panies—which limited the flushing of a closet to two gallons. He 
thought that a full two and a half gallons should be the minimum 
quantity, and he rather thought that not less than three gallons 
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should be allowed with option to the management of the cistern. 
Many people had a great difficulty in keeping their cisterns clean. If 
the cistern had not a cover it was very liable to collect dust, 


Mr. Wray (Brighton) explained that the regulation in Brighton 
was that their water supply should be such as was satisfactory to 
their Borough Surveyor. Their cisterns held never less than two 
gallons, and as a matter of fact three or four-gallon cisterns were 
often adopted. With reference to pan closets they did not allow 
them to be put into new buildings, and when it was brought to the 
notice of the Sanitary Committee that any of those in use were in a 
bad state they had them taken out. It would be understood, he ° 
thought, that in some cases they had to use powers of persuasion in 
the attainment of this end in preference to going about the matter 
peremptorily. He thought if The Sanitary Institute were to come to 
Brighton again in a few years’ time they would be able to see that 
all their sanitary details and principles were as near perfection as 
possible. 


Mr. Batpwin Larsam (London) agreed with Mr. Field about 
the desirability of having larger cisterns, and he explained that the 
two-gallon system was due to an Act of Parliament framed with 
reference to the metropolis. The Board of Trade had had the power 
to make the regulation, which, he stated, had been arrived at after 
considerable investigation and enquiry in very many towns. It 
was quite clear to him that, having regard to the great length of 
main drains, it was very desirable indeed that the quantity of water 
should be sufficient completely to carry away all matters which 
accumulated. With regard to leaden pipes, they were in some 
cases very injurious, and especially had they proved so in Yorkshire, 
where they had had a great deal of trouble from the poisonous 
character of certain of the waters. It was somewhat curious that 
this poisonous character was not always the same. For some years 
they would have lead poisoning taking place, whilst in other periods 
it would not occur at all. When the Board of Health started 
they had an idea that everything should be in iron. Croydon was 
one of the towns which had its water service entirely in iron, and 
the result was that when the pipes were laid under the ground 
level they would in a very short time—a fortnight in some cases— 
be eaten through so as to leak. At the time it gave them great 
trouble and anxiety to know if they could substitute lead for iron. 
At last all the iron pipes were taken up and lead ones put in 
their place. This evil of subterranean leakage was most dangerous. 
In one case where the pipes went under a slaughter house there was a 
_ leakage and the whole of the neighbourhood could draw nothing from 
their taps but blood and water, the soakage and washage from the 
slaughter house having been drawn into the pipe and polluted the 
whole of the water supply. When lead was used, only those towns 
like Brighton and Croydon which had a chalk water supply, were 
entirely free from the danger of lead poisoning. Indeed, he was of 
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opinion that chalk supplies would probably be found the ultimate 
remedy for the injurious effects of both iron and lead. The water 
of the Bagshot sand was equally liable to affect lead, and in that 
case of course some other means would have to be taken and other 
materials substituted. Above ground there could be no objection to 
using iron in many cases, nor was it now insisted that all joints in 
pipes should be plumbers’ joints. In fact it was much cheaper and 
equally if not more advantageous to use cone joints. It was essential 
that some regulation should be adopted to prevent contamination 
with sewage and foul matters, and one step in attaining that end 
would be gained by abandoning intermittent supplies. 


On “ Brighton as a Health Resort.” A short review of the 
various Works executed from the year 1858 to the year 1890, 
by the Engineer and Surveyor’s Department of the Corpora- 
tion of Brighton acting by the Council as the Urban Sanitary 
Authority for the Borough. By Franois J. C. May, 
Assoc.M.Inst.C.E., Borough Engineer and Surveyor. 


BricgHtTon, a “Health Resort,” is the title of this paper, and 
my object is to show, from an Engineer’s point of view, how 
the town is by nature pre-eminently qualified to hold that title ; 
this position has been duly recognised by successive genera- 
tions of the inhabitants, of which each has done its best, 
according to the knowledge of its respective age, to promote 
the health, comfort and pleasure of its visitors, and at the same _ 
time to further the best interests of the town; but it is my ~ 
intention to refer more particularly to the improvements 
achieved during the last thirty years, that being the period 
which has been devoted more especially to the study and 
practice of the laws of sanitation in relation to the person, the 
dwelling, and the town. During this period the Corporation of 
Brighton has continually persevered with indomitable courage 
to keep well to the front in all sanitary and useful measures, 
spending liberally yet wisely, sparing no expense to preserve 
and improve the natural beauties and advantages of the place, 
and making a profitable use of the rapid strides in the know- 
ledge of sanitary science generally. From the year 1858 to 
the end of the year 1889 my respected predecessor, Mr. Philip 
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C. Lockwood, M.Inst.C.E., was Engineer and Surveyor. He 
most ably and wisely advised and assisted the Corporation in 
all their deliberations, and afterwards devised and carried out 
their great works in the most scientific and faithful manner. 
This unbroken length of service of the Engineer and Sur- 
veyor, in my opinion, contributed in no small degree to secure 
the general success of the various improvement schemes that 
have from time to time been promoted—one master mind 
having arranged the whole work, whereby the proverbial 
spoiling of the broth by the meddling of too many cooks has 
been avoided. With this short introduction, I now proceed to 
the matter of the paper. 

The situation of Brighton is in 50° 55’ N. latitude, and about 
3’ W. longitude on the eastern side of a shallow bay of the 
south coast; the centre of the town is in a valley, sheltered 
from the piercing north and east winds by the Sussex Downs, 
and facing nearly due west, which renders it a most desirable 
residence during the inclement weather so prevalent in our 
climate from September to the end of April, or even later. 
_ For this reason it is indeed a “ health” resort to all those persons 
whose constitutions suffer from the severity of winter weather, 
and who can afford to choose their own residences, or have the 
opportunity of occasionally enjoying a change of air. 

The soil is also very favourable from the “health” point of 
view. ‘That to the east, north, and north-west is principally a 
thick sub-stratum of chalk, covered with a thin layer of earth. 
The subsoil of the centre is marl and shingle, while to the 
westward there are large beds of clay of a very irregular 
character. The surface of the land is very undulating, and the 
town therefore presents a succession of hills and valleys in every 
direction, as may be understood by studying the levels marked 
on the contour map. This gives rise to the opinion often 
expressed, that, Brighton in respect to temperature, and the 
sensation of cold, offers a great variety of climate according as 
the situations are more or less elevated, sheltered, or exposed. 
I would here remark that, when the wind is in the north or 
east, the Madeira Road under the East Cliff offers to the 
invalid a climate suggestive of the air of the island from 
whence its name is derived. 

While the sea, with its fishing, boating, and bathing facilities, 
is one of the great attractions of Brighton, it has also been its 
greatest foe. Lying in such a situation as to be open to the 
fury of the violent south-west and westerly gales, Brighton has 
from time immemorial suffered seriously from the encroach- 
ments of the sea. Although these inroads have been very 
extensive, it appears that the skill of the engineer to combat 
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with them was not enlisted till after the storm in the year 
1713, when the first timber groynes were built westward from 
the Old Steine. Those eastward as far as Black Rock are of 
more modern construction, commencing about the year 1819, 
the sea at that date making rapid inroads upon the whole of 
the cliffs of the Marine Parade. The money required for these 
sea defences was raised by means of a coal duty of 2s. 6d. per 
ton on all coals brought into the town, under the Brighton 
Town Act of 1810, but these dues ceased on September 138th, 
1887. After the construction of these groynes, the building of 
a sea wall was easily accomplished. The first portion formed 
was that between West Street and Middle Street, and was 
opened by King George IV. in the year 1821. The fine old sea 
wall along the Marine Parade, which is built of lime concrete 
(at that date quite a novelty), the work of Mr. W. Lambert, 
was completed in the year 1835, at a cost of upwards of 
£100,000. The wall, one mile and one quarter in length, is in 
many places sixty feet high, twenty-three feet thick at its base, 
and batters on an average four inches to the foot on the face. 
After this great work was completed, no other work of import- 
ance was undertaken till after the year 1858 (the period of 
which I am going to write more in detail). The government 
of the town, nearly up to this period, was by a body of Commis- 
sioners, of whom the High Constable was chief; but in the 
year 1854 the town was incorporated, and after this date a 
greater degree of energy and prosperity set in. In the year 
1858 Mr. Lockwood was appointed Borough Surveyor. On 
his retirement, in the year 1889, he was appointed Consulting 
Engineer to the Cor poration, and in that capacity has superin- 
tended the more recent addition on the Madeira Road. 

The system of groyning, adopted by Mr. Lockwood since the 
year 1858, has resulted in-the reclamation of twenty-three 
acres of land from the sea, which has enabled the Corporation 
to increase the width of the car riage-ways and esplanades on 
the front to their present noble proportions, besides securing 

the splendid stretch of beach now to be seen. 

The Esplanade on the King’s Road has been widened three 
times. The Corporation has thus secured to the town a noble 
sea-front, nearly three miles in length, with a carriage-way on 
the top of the cliff of an average width of 53 feet, with an 
Esplanade and Parade about 40 feet wide; while under the 
cliff there is an Esplanade from the Western boundary to the 
Albion Groyne, opposite the Aquarium, about 20 feet in width, 
and eastwards therefrom a carriage-way, with a foot-path known 
as the Madeira Road, from the Aquarium to a point opposite 
Sussex Square, near which place a junction is formed with the 
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upper road by means of an inclined road, of a total width of 
60 feet. 

The widening of the sea-front has been effected by forming 
arches to carry the roadways, and these arches form pleasant 
retreats or lounges, having a good view of the sea, and are 
much enjoyed and sought after by both residents and visitors. 
This is a very novel feature, and well worth a visit; some of 
the arches are fitted up in a most luxurious style. 

In the month of May this year a further improvement was 
effected in the Madeira Road. It comprises a commodious 
Shelter Hall, embracing every convenience one can reasonably 
desire, with a covered walk 1250 feet in length, of which the 
roof forms a terrace promenade, which may be approached by 
the elegant lift, which enables persons or invalids in bath chairs 
to ascend or descend from the Marine Parade on the cliff to the 
Madeira Road below, without the fatigue formerly experienced 
by climbing the long flight of steps. This improvement cost 
the Corporation upwards of £15,000. 

The whole of the splendid sea-front promenade from East 
to West is brilliantly lighted at night by 180 Suggs’ lamps, 
burning 30 cubic feet of gas per hour each. 

From the year 1860 upwards of £2,000 also has been spent 
in providing seats for the comfort of the people on the front. 
Shelter from the weather, rest for the weary and the invalid, 
has been provided in abundance, together with every con- 
venience and sanitary arrangement to promote their cleanliness, 
health, and comfort while taking exercise and enjoying the sea 
breezes to recuperate their strength of mind and body. With 
a view to prevent pollution of the air, special attention is given 
to the cleansing of the carriage ways and cab-stands on the sea- 
front and in the principal streets. In addition to the ordinary 
methods of scavenging, a system of street orderlies has been 
adopted, by which means the horse droppings, and everything 
of a like objectionable character, is removed from the surface 
of the roadway as quickly as possible. The cab-stands (about 
three miles in length) are all formed of cement concrete, and 
are kept in a cleanly condition by frequent and copious washings. 
The pavements are frequently and regularly swept, and the 
sea-beach is kept in good condition by the daily removal of all 
sea-weed, decaying matter, and refuse of all kinds likely to be 
detrimental to health, or offensive to sight or smell. Nearly 
£4,000 has been spent in the formation of paved cab-stands on 
the front during the same period. 

This long list of improvements on the front, exclusive of 
groynes or sea-walls, has cost the total sum of nearly £75,000 
(as per table at end); but there has also been an infinite 
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' number of minor improvements within the Borough which it is 
impossible to mention within the scope of this paper, and of 
which the total would represent a still further large sum. I 
have therefore confined my remarks to the improvements on 
the sea-front. These grand works are protected from further 
inroads of the sea by six concrete groynes and fifteen timber 
eroynes, constructed between the years 1862 and 1888, at a 
total cost of over £75,000, of which the details will be found 
among the tables at the end of this paper. 

The street improvements are far too numerous and varied to 
be named separately, but some idea of their magnitude may be 
realized from the fact that upwards of £30,000 has been spent 
between the years 1860 and 1890 in the most prominent places 
alone. 

The Corporation of Brighton has been fully alive to the 
importance of the fulfilment of its duty to provide open spaces 
as the lungs of the Borough. The parochial graveyards have 
been levelled, laid out with walks, planted with trees, and pro- 
vided with seats, by which means they have become useful open 
spaces, and are greatly appreciated. ‘The Level,” an open 
space of more than 10 acres, lymg between the London 
and Lewes Roads, quite in the centre of the town, was in 
the year 1877 taken in hand, and by the judicious outlay 
of about £2,000 rendered a most delightful public recreation 
ground. In the year 1879, the Corporation received from 
the Executors of the late W. KE. Davies, Esq.—all honour 
to his memory !—the munificent bequest of the princely sum 
of £70,000, to be applied by them at their discretion for 
the benefit of the town, and with this money “ Preston Park ” 
was purchased in 1882, at a cost of £50,000. It contains about 
60 acres of land, and has since been laid out for the use and 
pleasure of all grades of the public in the most attractive 
manner, at a further cost of about £15,000. There are to be 
found cricket grounds, tennis lawns, cycle tracks, “ Rotten Row” 
for equestrians, walks and drives, chalets, and every public and 
sanitary convenience for the comfort and health of all ages and 
sections of society. By the munificent gift of the Race Stand 
Trustees (Messrs. Alderman Abbey, Brigden and Ridley, and 
Seymour Burrows, Esq.) the Fee Simple of “The Race Hill,” 
or “'Tenantry Down,” containing about 105 acres of land, was 
acquired for the public use (previously to this the public had 
only the right of walking over the land) on the easternmost 
boundary of the Borough, and forms the most delightful and 
healthful resort that can be imagined, being an mteresting 
portion of the noted South Downs. Here are to be found most 
magnificent and extensive views over land and water, with 
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health-giving balmy air of the Downs, or ozone from the sea— 
altogether a most lovely, quiet retreat. Quite recently “The 
Queen’s Park,” which is situated in the centre of the thickly 
populated eastern wing of the town, has also been presented to 
the town by the Race Stand Trustees. It contains about 
21 acres, and was purchased by the Trustees at a cost of 
£13,500. Plans have been prepared for its disposal as a public 
recreation ground and botanical garden, of which the cost is 
estimated at £4,000. When completed, this, from the undula- 
ting and otherwise suitable character of the land, will be the 
prettiest of all the public recreation grounds of the Borough. 
Too much praise cannot be given to the Race Stand Trustees 
for their untiring efforts to secure these two magnificent gifts 
for the benefit of the public of this important Borough. 


SANITARY MEASURES. 


The Borough Sanatorium and Disinfecting Station, which 
may be considered as a temporary building (to be superseded 
soon by one on .a larger scale, and of a permanent character), 
was erected in the year 1881, and, with additions since has cost 
about £10,000. In the Spring of the present year the first 
section of the permanent work was completed at a further cost 
of £1,811. It consists of a well-appointed steam laundry, 
designed in all its parts on the most modern principles, and is 
as perfect and convenient as modern science has yet devised. 
The Sanitorium is situated on an eminence of over 300 feet 
above Ordnance Datum on the North-eastern corner of the 
Borough boundary. Although the buildings are of a temporary 
character from the fact that they had to be erected in great 
haste owing to fears entertained at that date of an epidemic 
(which fortunately did not occur), yet they are thoroughly 
well-appointed in their internal arrangements. There is also 
an efficient staff, and under the able supervision of the energetic 
Medical Officer of Health (Dr. Newsholme), it is one of the 
most useful Institutions in the Borough. 

The drainage system of the Borough may justly be con- 
sidered one of the most important sections of the sanitary work 
of the Engineer and Surveyor’s Department. In the year 1860 
there were 11 miles of sewers in the streets. There are at the 
present date 721 miles. The importance of this question to 
such a town as Brighton was from the first thoroughly recog- 
nised, and the following eminent engineers were consulted on 
the subject :—Sir Robert Rawlinson, Sir John Hawkshaw, Sir 
Joseph Bazalgette, Mr. Hawksley, and Messrs. Bright and 
McLean, in conjunction with Mr. Lockwood. The result of 
the combined wisdom and experience of these illustrious men 
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has been the adoption of what we claim may be considered as 
one of the best systems of main sewers. Such old sewers as 
were found defective were abolished and replaced by new; 
those which were sound were ventilated and otherwise adapted 
to the new system. The cost of the main sewers was about 
£120,000. Great care was taken in the construction of the 
new sewers. to ensure the use of the best materials of their 
several kinds, and the laying of the pipes with sound joints 
and true gradients to rerider them as nearly self-cleansing as 
_ possible. "This was no slight task, owing to the steep eradients 
of many of the streets, in some of which it was found necessary 
to lay the sewers in a series of steps. The sewers have been so 
arranged in districts or sections for ventilation, as to cut off 
those of the lower from the higher level. 

The system as first constructed had three outfalls into the 
sea, one at each boundary of the Borough—east and west—and - 
one about midway between the boundaries and opposite the 
Albion Hotel; but in the year 1869, Sir John Hawkshaw 
designed the oreat Intercepting Sewer, which is laid along the 
whole front from the Western boundary of Hove to the outfall 
at Portobello, a length of 74 miles, and 3°87 miles distant from 
the Eastern boundary of Brighton. This Intercepting Sewer 
_ is formed in three sections; it is built of brickwork in cement 
as follows :— . 

9,918 feet of 5 feet sewer. 
700 ” 6 4 ” 
21,020 oy, 

The fall is 1 in 1760, or 8 feet to the mile. 

The cost of the Intercepting Sewer was £104,608; it was 
commenced in 1871 and finished in 1874. The main sewers 
were originally ventilated only by the usual form of air grates 
in the centre of the streets, but owing to the steep gradients of 
- many parts, this system was found very imperfect, so that as 
far as practicable they have been closed, and a system of large 
open shafts has been instituted, formed of concrete tubes two 
feet in diameter, built into brickwork carried up in every avail- 
able situation. This plan has been adopted very extensively, 
and every opportunity that offers of adding to the number of 
shafts is carefully sought and utilized. The intercepting 
Sewer is almost entirely closed, but is most efficiently ventilated 
by means of the furnace constructed at Roedean, about one 
and a quarter miles from the Eastern boundary of Brighton. 
This furnace is kept burning continually, and is quite a unique 
and interesting feature of the sewerage system of Brighton. 
The cost of construction was £1,341 9s. 8d., and the cost of 
maintenance is £120 per annum. The members of The Sanitary 
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Institute will be invited to visit the furnace, and Mr. Lockwood 
will be prepared on the spot to give a more detailed description 
of its working, and other particulars connected with the Inter- 
cepting sewers than can be embraced within the limits of this 

aper. 
: “a the Intercepting Sewer receives the whole of the sewage 
of the sister town of Hove, the expense of its construction and 
maintenance is shared between the towns of Hove and Brighton 
in properly adjusted proportions, under the management of a 
Joint Sewers Board, composed of ten members of the Hove 
Commissioners and twenty-eight members of the Town Council 
of Brighton. The average cost of maintenance is about £1400 

er annum. A short time ago it was determined to extend the 
outfall at Portobello. Formerly the sewage was conducted 
seawards from the Intercepting Sewer by three 4 feet diameter 
wrought iron tubes, a length of 300 feet from the face of the 
cliff, but they have recently been extended a further distance 
of 730 feet, or 1030 feet from the face of the cliff. The con- 
tract price of this recent extension was £9,900. Thus the 
Corporation of Brighton is relieved from all anxiety or trouble 
on that much vexed question, “the disposal of town sewage,” 
but the position has only been obtained by a bold and masterly 
grappling with the question—a spirit which seems to have been 
their guiding star in all their undertakings. The public sewer- 
age system having been designed and laid down on the most 
scientific principles, and in all respects in such a way as to 
secure its thorough efficiency, this having been accomplished, the 
Corporation then turned its attention to another equally and 
perhaps in some respects more important part of the subject, 
viz., the inspection of the condition of the existing house con- 
nections, and those to be connected then and thereafter. For 
this purpose a Drainage Inspector was appointed under the 
direction of the Borough Engineer and Surveyor, with a com- 
petent staff, whose duty it is to inspect and correct all the 
details of house drainage, traps, ventilation, &c.; to see every 
pipe before it is covered, and when completed to test each drain, 
or branch of a drain, by the test known as the “ water test.” 
There is also an efficient staff of Sanitary Inspectors, under the 
control of the Medical Officer of Health. The system of house 
drainage, trapping, ventilation, &c., is shewn by the drawings 
which are exhibited, and by the model placed in the Health 
Exhibition held in connection ‘with this Congress. It may 
briefly be explained as being designed so as effectually to cut off 
the house from the public sewer, to secure thorough self-clean- 
sing water-tight drains, and perfect xration of the drains by 
inducing constant currents of fresh air through them. Thus 
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the air of the house is kept pure, and pollution of the soil under. 
the house is quite prevented. 

The cleanliness of the main sewers and their thorough 
efficiency is effectually secured by the regular system of flush- 
ing, which is carried on by means of plugging the sewers at the 
manholes, which are then filled with water to the extent of 
from 200 to 1500 gallons at each flush. ‘This method is also 
shewn by diagrams on the, walls, and a model in the Exhibition. 
A number of men are constantly engaged in this system of 
inspection and flushing, and the cost to the Corporation is not 
less than £500 per annum. The amount of water used per 
annum is from 18 to 20 million gallons, in addition to that used 
for household purposes, and the rainfall, which is not excluded 
from the sewers. 

A most complete, but easily understood record of every drain 
inspected and tested, and of every public sewer flushed and 
repaired, is made daily. It is properly tabulated in a complete 
register, so that the information as to the condition of any 
house or sewer is readily available at all times for all purposes. 
A great deal more may be written on the value of all these 
sanitary arrangements, but I leave that to Dr. Ewart, a former 
Chairman of the Sanitary Committee, who has already treated 
of it most ably in a paper read upon the subject, from the 
medical practitioner’s point of view. 

The water supply of Brighton is now entirely in the hauds 
of the Corporation, having been purchased in the year 1872 at 
a cost of £352,000. There have been important additions made 
to the scheme since that date, which have cost several thousands 
of pounds. I only allude to this undertaking in passing, as 
it is dealt with in a separate paper by Mr. Alderman Hallett, 
than whom no one is better qualified to give an account of it. 

Another point in sanitation to which the Corporation has 
given great attention is the prompt and regular removal of 
house refuse. This is most efficiently done once a week by 
dividing the Borough into six divisions, and the employment of 
a regular staff of men and horses under the supervision of 
Inspectors. Special arrangements are made in the case of 
large establishments. The ashes are taken on to agricultural 
land outside the inhabited area of the Borough, and delivered 
free to the farmers, in addition to the payment to them of a 
small sum by way of rent for the use of their land as a tip; or 
they are taken to the ash yard at Hollingdean Road, on the 
Northern outskirts of the Borough, where they are sifted, and 
find a ready sale to brickmakers or farmers, being conveyed to 
‘any distance on the London, Brighton, and South Coast Rail- 
way, from the railway siding laid into the ash yard. The 
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system of collection and its supervision is very perfect, so that 
by a prompt and regular removal of house refuse, the air in the 
neighbourhood of dwellings is kept pure. 

The butchers’ “slaughter-houses ” are licensed and put under 
strict supervision, so that the pollution of the air from this 
source is prevented. 

The scavenging of the streets is also most carefully attended to. 

In common with all old towns, Brighton has some places 
within its area occupied by the poorest class of its population, 
which, from the lapse of time and other circumstances, have 
become unsuitable or undesirable dwelling places. The Corpo- 
ration has already taken in hand two of these large areas under 
the Artizans and Labourers Dwellings Act, so that an immense 
number of these old dwellings are to be demolished, and other 
suitable houses are to be erected for the use of those persons 
displaced by the improvement. 

Having regard to the advantages of electricity over gas, from 
a sanitary point of view, in maintaining the greatest degree of 
purity of the atmospere within our dwellings, houses and shops, 
the Corporation has recently decided to erect an Electric 
Lighting Installation, with a view to supply the light at a 
price not in excess, by comparison, of that charged for gas. 
Power can also be supplied by the same system. ‘The scheme 
has been prepared by James N. Shoolbred, Esq., C.K, and the 
cost estimated at £30,000. The usual Local Government Board 
enquiry has been held, and sanction given to the loan. Tenders 

for each section of the work have been obtained, and the total 
cost is within the estimate, so that it is expected that the work 
will be forthwith commenced, and the light will be soon extended 
to other portions of the town. 

The Corporation has duly recognised the truth of the old 
adage, ‘ Cleanliness is next to godliness,” and its effect upon 
the health of the community. We have the sea as a bathing 
place for those who can afford time for the luxury; there are 
bathing institutions in the town for all who can afford the com- 
fort of their appointment; but the Corporation has instituted 
establishments known as “ Public Baths” for males and females, 
situate in the neighbourhoods where they are most convenient for 
the working classes, who have the privilege of obtaining a bath 
at the moderate charges of : First class—Hot, 6d.; cold, 3d. 
Second class—Hot, 2d.; cold, 1d. 

The North Road Baths were opened in 1871, at a cost of 
£1,834; enlarged in 1874, at a cost of £4,034 with further 
additions in 1885, at a cost of £575. The Park Street Baths 
were opened in 1888, at a cost of £5,544. That these baths 
have been thoroughly appreciated by the people, and are a use- 
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ful factor in promoting the public health, may be fully realized 
by a reference to the following table of the number of bathers:— 


1885 ... 68,169 | 1887 ... 76,236 | 1889 ... 98,824 - 
1886 ... 72,790 | 1888 ... 92,426 


The formation of a suitable swimming bath at Park Street 
Baths, is under consideration at the present time. 

With a view to render baths more attractive and useful, the 
Corporation have decided to try the experiment of a system of 
cottage baths dotted about in the poorest and more densely 
populated districts; this will have the effect of avoiding long 
walks to a central large bathing establishment. It will, indeed, 
be taking the baths to the people, and it is hoped will be a 
popular movement. The first institution of this kind is being 
constructed at the present time at Brunswick Place, North. 
Here a large house has been hired by the Corporation for a 
term of years, and is being fitted up with eight baths, four for 
men and four for women, supplied with both hot and cold water. 
The establishment will be under the care of a man and his 
wife, who will reside on the premises. From the interest 
already taken in the progress of the operations by the class of 
persons for whose use it is intended, there is every reason to 
believe the experiment will prove a success. . 

The Royal Pavilion, built by H.R.H. the Prince of Wales, 
afterwards King George IV., in 1784-7 as a royal residence, 
was purchased by the Corporation of Brighton in the year 1850 
for about the sum of £60,000. In the years 186¢-7-8 consider- 
able improvements were made in the buildings at a cost of £7,310. 
The buildings and grounds are devoted to the public use. The 
rooms are being continually requisitioned for balls, concerts, 
and meetings of religious, scientific, benevolent, political, and 
other societies. The grounds are tastefully laid out, and form 
a most attractive and agreeable promenade and health-giving 
resort. The Dome is furnished with a splendid organ, and is 
often used for concerts and large public meetings. In 187l a 
Free Reading Room and Reference Library, Museum and 
Picture Gallery, were established in the grounds adjoining the 
Dome at a cost of £7,402, and are a great acquisition for the 
health of the public mind. The buildings are lighted at night 
by an Electric Lighting Installation, erected by the Corpora- 
tion on the estate in the year 1883 at a considerable cost, as 
the electric light was then in its infancy, and improvements 
have been made from time to time as a knowledge of the 
science has progressed. £5,046 stands as the capital sum 
expended up to the present date. In the year 1889 a magni- 
ficent Free Public Lending Library was opened and established 
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on the Pavilion estate, at a cost of £2,350 for books and fittings, 
in commemoration of the jubilee of the reign of Her Most 
Gracious Majesty Queen Victoria. The extent to which this is 
appreciated by the public will be understood by a perusal of the 
return of borrowers of books during the month of June, viz., 
8645, and this shows a rapidly growing increase. The Cor- 
poration are now entering into arrangements for an additional 
building, to increase the accommodation so urgently required 
in this department. 

Having given a brief description of the work already done, it 
will not. be out of place, nor betray any official secrets, if I state 
that it is not the intention of the Corporation to remain satisfied 
with what has already been done; but, on the contrary, that 
there is a strong determination to progress in every direction, 
and to keep pace with the march of science in the interests of 
the public health. A public abattoir; a refuse destructor; a 
grand extension of the sea defences eastwards in the parish of 
Rottingdean, with suitable drives and promenade; a scheme for 
the better utilization of the Tenantry Downs; a yacht station 
opposite Kemp Town; various street improvements to relieve 
the congestion of some of the more crowded thoroughfares ; 
and a new Town Hall, are matters which are already engaging 
the attention of the Corporation. Indeed the summing up of 
the whole matter cannot better be accomplished than by 
repeating the words which fell from the lips of the present 
Mayor of Brighton, on a public occasion, a few months ago :— 
“the very best of everything is not too good for Brighton,” 
a sentiment which produced an audible and unanimous echo 
from the lungs of the large concourse then present. ‘This. 
shews how thoroughly and cordially the people trust, appreciate, 
and support-the efforts of the “ powers that be” for the common 
benefit of all classes of the community. Where this spirit and 
this principle predominates, the greatest and best achievements 
for good may be expected and accomplished. I hope, however, 
that I have submitted sufficient evidence to prove the assertion 
made at the commencement of this paper, viz., that the town 
of Brighton is by nature pre-eminently qualified to be called a 
health resort; that this has been fully recognised by successive 
generations of the inhabitants for the last 150 years ; and that 
especially during the past 30 years the Corporation of Brighton 
has been most untiring in its exertions and wisely lavish in its 
expenditure, to secure to the borough the fame of being “ the 
Queen of Watering Places.”” I venture now to go even further, 
and to prognosticate that from the public spirit which still 
pervades all classes of the community, and the grand schemes 
that have already been mooted for the further improvement of the 
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town, the time will shortly come when Brighton will be known 
far and wide by the imperial title of ‘“ Empress of Health 
Resorts,” in addition to her present regal title of “ Queen of 
Watering Places.” 

In concluding this paper, I acknowledge with gratitude the 
willing and generous help accorded me by each of the official heads 
of the various sections of the department of which I now have 
the honour to be chief, and other friends. As I have only held 
my appointment about eight months, it would have been impos- 
sible for me to have submitted to you the facts recorded in this 
paper without their assistance. My predecessor, Mr. Lockwood, 
will kindly take my place in the discussion that may ensue, and 
will give any further information that may be required. 


Drainage. 
Public: Sewage W orks. icc cccecesent senses £120,000 
IPGence tiie Me Weltenincsseceeutsdveteonnsens+ ths 104,608 
Roedean Furnace Ventilating Shaft......... 1,341 
Ventilating Shaft and Flushing Chamber 
Ab ANOULHRUCAH a Gaede sans so tareesemesens L126 


£227,075 


This does not include the cost of extending the outfall pipes 
at Portobello, the contract for which was £9,900, as the work 
is not yet completed. 


Population, Length of Highways, Sewers, §c. 








Year. Population. Highways. Sewers. No. of Houses. 
Miles. Miles. 
1861 77,693 55 11 13,307 
1875 99,374 644 oe 15,776 (1871) 
1890 128,659 853 724 18,668 (1881) 


1859 
1860) 
1861 
1862 
1863 
1864 
1865 
1866 
1867 
1868 
1869 
1870 
1871 
1872 
1873 
1874 
1875 
1876 
1877 
1878 
1879 
1880, 
1881 
1882 
1883 
1884 
1885 
1886 
1887 
1888 
1889 
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Some items of Brighton Expenditure, 1859—90. 


Cost of 
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Pavilion 
Improve- 
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decorat- 
ingrooms 


£ 


2906 





Drainage 
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Sana- 
torium. 


1811 








74,000 | 76,000 | 65,000 | 12,000 {356,000 | 21,000 |227,075| 11,709 


* The Total, 1859—1888, was £1,675,580, 


Professor T. Rocur Smrra (London) first remarked that Mr. May’s 
paper afforded such a comprehensive and interesting statement as 
to make one admire the untiring energy of the Brighton Corporation 


in matters both of sanitation and improvement. 


Mr. C. H. Cooper (Wimbledon) thought Mr. May should have 


M 


£342,784 Total, 
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directed more of his remarks to the health of Brighton. There was a 
list published, he did not understand by whom, showing that Brighton’s 
death-rate was the lowest of the towns with which it was compared. 
Singularly enough, however, that list contained no mention of such 
acknowledged health resorts as Hastings, Scarborough, Eastbourne, 
Weymouth, Bournemouth, Torquay, Ramsgate, Ilfracombe, &c., and 
he thought this omission was somewhat unfair, especially as in many 
of these places the death-rates were very low indeed. 


Mr. Batpwin Larnam (London) asked what amount of leakage 
there was into the outfall sewer? It seemed to him that it was very 
extraordinary that instead of increasing the number of their outfall 
sewers the Brighton authorities, finding greater demands upon them, 
had extended their length, a proceeding which he held must certainly 
diminish the effect of their discharging capacity. The effect of this 
lengthening was simply this, that whilst the present sewers were ample 
for all purposes of conveying away the sewage of Brighton when the 
rain fell the overflow that took place of sewage and salt water must 
be enormously increased. He wanted to know therefore how many 
hours at neap tide the interior of the sewer was absolutely free, and 
also what steps were taken for cleansing it? With regard to the 
question raised by Mr. Cooper, he understood that the list of towns 
with which Brighton’s mortality was compared in the manner he had 
named was framed by the Registrar-General. It was true it did not 
mention all the large towns, but they were such towns as were large 
when the returns were first made, and owing to the difficulty of 
making alterations, other towns entitled to be mentioned on the lst 
had failed to get their request to be placed on it acceded to. So far 
as Brighton was concerned, the death-rate given in these returns was 
not reliable, for the town’s population had been over-estimated. In 
reality this rate was slightly higher than that generally believed, a 
conclusion which he had arrived at by estimating the population after 
the’ method which he brought before the Medical Congress a few 
years ago. This method was to divide the births by the deaths 
since the last census and add the remainder to the population at that 
period. When the next census was taken Brighton would find that 
its population had increased in only a very small degree. With 
regard to the general character of the works which had been executed 
in Brighton he was of opinion that they had been exceedingly well 
done, though with reference to the sanitary arrangements of the town, 
he had to bear out the remarks of previous speakers that they were 
not always perfect. For example, he was staying at an hotel where 
the old pan closets were used. Anything more disgusting than these 
he could not conceive, nor could he conceive how any person could 
tolerate such disgraceful sanitary appliances. House drainage too was 
done in many towns in a manner more simple than in Brighton. He 
was sure that Brighton people would only thank them for drawing 
attention to these matters. He hoped when next they wanted 
sanitary works carried out they would not go, as they had done 
previously, to a railway engineer. 
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Mr. May (Brighton), being called upon to reply, said that the 
remarks which had been made would ‘be borne well in mind after 
the Institute had left the town. He unfortunately found himself in 
a very difficult position with reference to the questions which had been 
asked and had not already been answered, for he had only been 
surveyor of Brighton a very few months, and the ex-surveyor, Mr. 
Lockwood, who was to have been present to answer any points which 
might be raised in the discussion was too unwell to be in attendance. 
Brighton was so large a town that he had not yet had the time to get 
all its details at his fingers’ ends; and so far as the outfall sewer was 
concerned that was beyond his province, for Mr. Lockwood, who had 
commenced the work had been retained by the Sewers Board to see 
the completion of its extension. Under these circumstances, which 
he felt sure the section would quite understand and respect, he was 
unable to answer the question which had been raised, and he could 
only hope that opportunity would be afforded by a personal visit to 
the sewer for the members of the Congress to get an explanation of 
these things of which he ‘had not personally the knowledge to make 
clear to them. With reference to the condition of Brighton from 
what he might call a medical officer’s point of view, such as its birth- 
rate and death-rate, he had purposely refrained from entering upon 
these topics because they had been or were to be dealt with by papers 
prepared for the Congress by Dr. Newsholme, Dr. Ewart, and 
Dr. Turton. He did not of course wish his paper to overlap theirs, 
and he thought that all Mr. Cooper wanted to know would be found 
in the papers which those gentlemen had taken the trouble to prepare. 





On * The Necessity for Improvements in the Sanitary Arrange- 
ments of Dairy-Farms, and for their more Careful Inspection 
by Sanitary Authorities,” by WALTER HepwortH Cours, 
F.C.S., F.R.M.S., &c., Member of the Society of Public 
Analysts; Consulting Chemist and Gas Examiner under 
the Gas Works Clauses Acts for the Local Board Districts 
of Pemberton, Kersley, &c.; Analyst and Gas Examiner | 
to the Bolton Corporation Gas Works, the Ashton-under- 
Lyne Gas Company, &c. 


THE absolute necessity of a good supply of suitable water to 
farms, and dairy-farms in particular, is eminently obvious; and 
as a general rule, farms anywhere near a large town are 
perfectly safe in this respect. Those farming establishments, 


180 SANITARY INSPECTION OF DAIRY-FARMS. 


however, situated some considerable distance. in the country, 
have to depend on their water supply from ponds, springs, brooks, 
and wells; and in these cases the water is used for both domestic 
and cattle purposes, cleansing, and all ordinary household opera- . 
tions, without as a general rule any attempt or apparent effort 
at purification. Many of these farms send daily by rail all their 
milk, butter, and cream to large populous centres; and as such 
farms are the principal sources of supply of these “necessary 
comestibles,” it is essential that their sanitary conditions and 
surroundings should be of the most perfect character in the 
interests of the public in general, and the regular milk consumer ~ 
in particular. 

It has been repeatedly shown that milk is one of the best 
“carriers” we have of micro-organisms or disease germs of a 
malignant as well as a beneficent character; consequently it 
behoves all sanitary authorities and their officials to exercise the 
utmost care in the inspection and supervision of dairy premises, 
and in the judicious enforcement of the law relating to and 
reoulating such premises, as well as the retail milk-shops. 

It is apparent that much danger can arise from these places— 
a danger that would undoubtedly influence the death-rate of 
our large towns; and the typical country farm, with its slovenly 
constructed premises—although probably most picturesque— 
and its absolutely unsanitary accessories, is indeed suggestive 
of a source of unlimited danger to public health. The drainage 
is, as a rule, unconfined and exposed, and generally gathered 
together into a small pond in the farin yard, from which the 
cattle are permitted to drink, The shippons and cow-houses 
are exceedingly badly drained and worse ventilated, and the air 
of the shippon simply teems with micro-organisms of a more 
or less malignant character. 

I recently had occasion to inspect and investigate the sanitary 
condition of an extensive dairy, from which immense quantities 
of milk are sent daily into one of the largest cities in the 
kingdom. Dealing with the water first, I found that their only 
supply was from a spring rising in a field, a considerable 
distance away, and which field had lately been manured with 
offal and other slaughter-house matter! The drainage from 
this field ran direct into the water-course from the spring, and 
this water was then used without any attempt at filtration, 
settlement, or any other treatment whatever, for all domestic, 
dairy, and farm purposes. 

An exhaustive microscopical examination of the water showed 
numerous diatoms, desmids, alge, and infusoria belonging to the 
paramecia. A bacteriological examination of the water was 
then made by the gelatine process referred to by my friend 
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Dr- Percy F. Frankland, in the Transactions of the Sanitary 
Institute Congress, 1887, and the sample selected, after being 
passed through an ordinary domestic carbon filter, yielded 3,600 
micro-organisms per cubic centimetre. 

A portion of the same sample gave the following results on 


analysis :—. 
Total Solids (grains per gall.) ............ 39°36 
OP aMIC CATION, ©. 5 cbse wseasidekeoriedsies <entwar 1:921 per 100,000 
Orcamic NIL CEM sai... ccwe seen ale stosknoade 1:036 ** 
OVER OHNE pat ccc ons cia bh'e Ao easieaedeneaeinnn ata oe 1°104 e 
CINGRING, Fo asdadcatecodsssatease deh amescwan ess 11:569 


This water had been regularly used for years; but the house- 
hold had experienced almost periodic attacks of fever of a low 
description. 

The pond water in the farm yard was highly polluted by 
shippon, stable and house (dairy slops) drainage, and also sewage 
from the house itself; but the cattle drank, in passing, from this 
pond with absolute avidity! I was, however, informed that they 
suffered from regular attacks in summer weather of diarrhcea, 
the cause of which could not be accounted for. 

The air of the shippon, or cow house, was found to yield on 
examination the following :— 


Mean of Twelve observations. 


CAFDORICCACH 4 dcasiesccndestaeonses 17°3 per 10,000 vols. 
OFSAMIE MAUL: seiiu snes cgeeay es soa 69°96 per cent. 

PAC EOEIAS - os ages taisincinct Apioame eoeadones 209 

VG] dans isc awactes st sass tase bones 315 per cubic centimetre. 
Total Micro-organisms ............ 524 


The shippon was a long low building with small ventilating 
holes near the roof, the floor being paved with bricks; the 
drainage ran along an open gutter in this floor, along the length 
of the building and out through a small hole in the bottom of 
the wall, across the farmyard, and into the pond above referred 
to. Fresh air was admitted through three large holes cut 
through the door at the bottom, and also by a small flap-door 
window. ‘The samples of air were all taken during the time 
the animals were being milked. 

The air of the dairy house where the milk was cooled, churned 
&c., and the cans made up, cleaned, and washed, was examined 
with the following results :— 


Mean of Nine observations. 


OPEANIC MIATLED™ 2. isdsde senda oaoieoe 40°16 per cent. 

IACLORIA ouiaes wes sdedsadesadenededesadsite 115 

MOUS. 2552 Sh.Sandies cobaceounsameesddess 96 + per cubic centimetre. 
Total Micro-organisms ............65. 211 


A dilute solution of “crude carbolic acid,” of the strength of 
one ounce acid to one gallon of water, was used in the dairy for 
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washing the floors, benches and shelves. A sample of this 
solution in use was carefully examined, and found to contain 
1,296 micro-organisms per cubic centimetre. 

It is therefore most important that public attention should be 
called to the unsanitary state of those diary farms of which I 
have given a type. I am acquainted with many milk producing 
establishments whose surroundings and general sanitary con- 
ditions are really no better than that already referred to; the 
milk, cream, butter and other produce of such places, are all more 
or less liable to become tainted and infected by their foul 
surroundings, and thus become the medium for conveying to 
the human system organic matter and micro-organisms of 
the character previously shown; and a great, and sometimes 
mysterious danger to public health caused thereby. 





On “The Iron Process, as applied to the Disinfection of Sewage in 
Barracks and Dwelling Houses,” by Major ConprEr, R.E. 


ABSTRACT. 
Invention by the late F. R. Conder, M.Inst.C.E., of a Self- 


regulating Chemical process for application to closed drains 
- on various scales. 

The proportional dosing of the sewage with iron in solution 
thus rendered practical at small cost. The result. is the 
disorganization of the sewage into inorganic elements, producing 
a silt easily dried, and a pure effluent within requirements of 
Rivers Pollution Committee. The offensive odours destroyed and 
the bacterial germs killed, as shown by Government analysis. 

Flouse application, by an instrument called the “ Ferrometer,” 
intended for about ten people, and requiring to be filled and 
cleared once a month. This has been applied at Windsor Castle, 
Buckingham Palace, at various houses of the Marquess of Bute, 
and by the Duke of Wellington, Lord Salisbury, Lord Lorne, 
and in some 300 cases in country houses to the satisfaction of 
those who have adopted it. 

Drain application.—At present the process is only working 
in England on a small scale. It was adopted at Chichester 
_ barracks by the War Office, in 1886, and paid for under 
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agreement that it should first be reported satisfactory by the 
commanding engineer. The number of persons treated is 
about 1000. 

It was further adopted by the Admiralty at Eastney Bar- 
racks, Portsmouth, in 1889, and after six months’ trial has 
been reported successful, and negociations commenced for 
applying it to 2000 persons. The Admiralty analyst reports 
the destruction of bacterial germs in the treated samples. 

On the property of the Duke of Northumberland at Alnwick, 
it has been applied to the Castle and to 1500 persons on the 
property, and reported by the Clerk of the Works to be the best 
process with which he is acquainted. 

At Grange-over-Sands in Lancashire, it was applied in 1889 
to 3800 persons, and the results found satisfactory. The In- 
spector of the Local Government Board having given a favour- 
able report, the Local Board of Health was empowered to raise 
money for the development of the drainage system; and this 
having been carried out, the process. is now being applied to 
the new drains, and has been reported successful. 

In these cases the form of instrument consists of tanks and 
cones placed in pits by the drains, but the principle is the same 
as that of the household instrument. 

Further applications on a larger scale are now commencing 
at Halifax in Yorkshire, and at Toronto and other places in 
Canada. 

The advantages claimed for the process are— 

1. That it can be applied immediately, without alteration of 
existing drains. 

2. That it destroys the sewer gases from the point of applica- 
tion, and not merely at the outfall. 

3. That the effluent may be discharged direct into any stream 
without injury to the water. 

4, That the expense is very small and the application simple 
to maintain. 

5. That the silt is inoffensive and has been shown to make a 
- good manure. . 

The success of the method depends on the proper appor- 
tionment and correct position of the apparatus, and on the 
saving of labour due to the automatic action which secures a 
constant application. The difficulty hitherto found in dealing 
with a bulky and offensive sludge is thus overcome. 


Dr. A. Carpenter (Croydon) rose to give a most emphatic denial 
to Major Conder’s statements with regard to sewage farms. His 
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experience of sewage farms, extending over thirty years, was that as 
they applied the sewage so must they take off such an amount of soil 
water as would correspond with the amount of sewage applied. 
With regard to the use of iron he had found it not only very 
expensive, but the mischief resulting to the streams below was such 
as compelled them to give it up. Under certain circumstances no 
doubt there was nothing more efficient than the use of sulphate of 
iron, but the principle was one which ought not to be adopted with 
regard to the country at large. It was injurious to the interests of 
the country that the material that was contained in human sewage 
should be destroyed; such sewage should on the contrary be conveyed 
immediately to the soil set apart for its treatment, and then there 
could be no mischief resulting from its application. With regard to 
the question of open sewers he thought there was a minimum amount 
of danger with the maximum amount of fear. The fear was wholly 
with the public, but from an experience of thirty years he was 
satisfied that the mischief was of a very minor character, and it was 
far better he held even that some effluvium should escape through an 
open sewer than that there should be gases confined in the sewers 
themselves. He contended moreover that sewer gas was a misnomer, 
for in sewers properly constructed and washed out no such gas could 
ever exist. If they got the sewage on to the land prepared for its 
reception within three hours from its discharge there was no risk, 
for before the time arrived for it to do any damage the mischief was 
removed by the agency of the beneficent microbes. They dealt 
effectually with all injurious matter, and deprived it of its sting. To 
adopt any system that would do away with the influence of these 
beneficent microbes would be ten times more injurious than to get 
rid of these microbes, and it would be contrary moreover to the best 
interests of economy. 


Mr. Wooprurr (Brighton) thought we were somewhat backward 
in the disposal of sewage so far as country districts were concerned, 
and he considered Major Conder’s suggestions were very applicable to 
such districts, and more especially in those of them where cesspools 
were continually overflowing. With regard to sewer ventilators, he 
presumed that Major Conder referred to street ventilators ; he himself 
had had considerable experience in these matters, and in Brighton, he 
might tell them, they ‘were working on the principle of closing up 
these ventilators and substituting for them ventilators at the tops of 
houses. In many cases they built large shafts at the rear of houses, 
whilst in others pipes were put up in front. With regard to sewage 
farms, he had recently been journeying in Germany and other parts 
of the Continent, and he believed he had visited all the sewage farms 
‘in those parts, and from his experience:he considered Mr. Conder’s 
opposition to sewage farms was wrongly based. What he called the 
desideratum of a sewage farm was sandy soil. Of course, he found 
that it depended a great deal on the position and locality, and all 
special conditions had to be dealt with in a special manner. Sewage 
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farms, he thought, ought to be considered on their merits and 
not condemned in the wholesale manner adopted by Major Conder. 


Mr. Witttam Waite (London) observed that all those who had 
heard Dr. Poore’s address to the Sanitary Science Section of the 
Congress would fully agree with what Dr. Carpenter had said with 
reference to the false principle and false practice of eliminating 
microbes from sewage. ‘They ought, on the contrary, to be made use 
of in the cultivation of the land. Though he could not pretend to 
treat in detail of sewage farms, he should like to say that clay was 
unsuitable for such farms, whilst sand, which had been spoken of as 
a good medium, was, in his opinion, the very worst. He thought too 
that Mr. Moule had made a great. mistake in the principle he had 
adopted of mixing with the soil sand, ashes, and baked clay. The 
earthworm could not be cultivated in these materials, and in connec- 
tion with sewage the earthworm as they knew was most valuable. 
He had seen Mr. Moule’s process at Dorchester, and at his shed 
where the soil was absorbed there was emitted anything but a sweet 
odour, and if it had been within the limits of the town it would no 
doubt have been amenable to the sanitary authorities. As regarded 
the ventilation of sewers there was no generation of sewer gases in 
properly ventilated sewers. This suggested the question whether 
sewers could not be so constructed as to carry off their contents to 
certain pumping stations within a convenient distance of the town in 
_ order that the sewage might be made use-of in a fresh state. In 
villages there should not be the same difficulties of disposing of 
sewage as in towns, for there it was competent to spread the sewage 
over the land. With regard to the ventilation of sewers in the 
street, the system of carrying the pipes up the houses mentioned by 
Mr. Woodruff appeared in the first instance to be satisfactory, but to 
carry away the whole of the effluvium they must adopt separate 
systems to ensure ventilation, because each pipe that ventilated near 
the lower part would take the current away from the upper part 
and it therefore appeared that the system brought under their notice 
by Mr. Woodruff was insufficient. 


Str THomas CrawrForD (London) said that he had had some con- 
siderable experience of the ventilation of sewers, and he held that the 
great object of ventilating sewers was not to let out gases but to let 
in fresh air. The moment the ventilators in streets became offensive 
that moment they had an absolute proof that the sewer was not 
sufficiently perfect for its purpose. Their object then should be not 
to close but to keep open the ventilators, in order, amongst other 
advantages, that they could detect any effluvium that might exist. 
He quite agreed with all that had been said during the discussion on 
removing sewage to the soil. The great difficulty in this connection 
was in dealing with old towns, but the great principle everyone he 
thought could bear in mind, and that was to give in the disposal of 
sewer gases an absolute free current of fresh air. 
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Mr. H. H. Conrrys (London) rose to corroborate the remarks 
of the President of the Congress, and also drew attention to the 
danger of preventing the access of free air to ventilators. To him it 
seemed that to advocate the system of carrying up pipes to ventilate 
_ sewers was a confession that the sewers were defective. There had 
been some attempts to introduce this system into London, but it had 
been found very difficult to get permission to run the pipes up houses, 
and he did not think the system was ever likely to be firmly adopted 
either in London or the suburbs. Let the sewers remain open, and 
let them get a current of air to pass through them as frequently as 
possible ; and as time went on the public at large would have less 
fear and more common sense, for keeping them open was undoubtedly 
the best means of keeping the sewers sweet. When there was a 
complaint about any sewer being offensive, they knew there was 
something the matter with that sewer ; and knowing that, they knew 
also how to deal with the defect. So far as country houses were 
concerned, Major Conder’s remarks would no doubt prove useful. 


Colonel Jonzs (Carshalton), speaking from twenty-five years’ experi- 
ence, was able to endorse the remarks which had been made. The 
question of ventilating sewers was a very important one, and he did © 
not hesitate to say that the notion that they could get rid of bad 
smells by carrying them up into the air was radically wrong. Far 
better was it that smells should remain on the surface, for then steps 
could be taken to set defects right. 


Professor Rogue Smrru (London), the President of the Section, 
reminded them, with regard to this question of sewage, that they had 
an enormous number of old districts to deal with, and the difficulties 
in the way of establishing sewage farms in these places was very 
great. Indeed, many local authorities would not countenance them 
at all. They might therefore welcome any means of bringing about 
a better state of affairs than now existed, even if those means were 
not the best that could be employed. 


Major ConprEr (Southampton), in reply, said that he belonged to 
an army corps which had had considerable experience in draining its 
‘barracks ; and without wishing to express any opinion contrary to that 
of the professional scientific men who had been good enough to dis- 
cuss his paper, he must say that it was always considered to he 
extremely unhealthy for any collection of soldiers to have a drain 
effuvium in the neighbourhood of their barracks. But apart from 
any dangers to health, odours in the street were very offensive to the 
inhabitants, who would hardly stop to enquire their possible advan- 
tages before doing everything in their power to get rid of them. 
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On“ The Disposal of the Sewage of London upon the Maplin 
Sands,” by RicoarD F. GrantHam, M.Inst.C.E. 


THE great difficulty in dealing with the sewage of London is 
its enormous volume, nor is there any precedent for dealing with 
the sewage of a city with a population of several millions, 
increasing at the rate of more than 70,000 per annum. 

In considering the methods for disposing of London sewage, we 
must be guided rather by the particular circumstances than by 
the methods which have been actually tried in smaller towns. 

The quantity to be dealt with and the extent to which the 
present known methods are applicable, having regard to the fact 
that it is practicable to discharge the effluent into a tidal 
estuary, are the first questions which arise in the consideration 
of the subject. 7 

The Royal Commissioners in their first Report on Metro- 
politan Sewage Discharge stated, that the average daily quantity 
for a few past years had been at the rate of 19,000 cubic ft. per 
minute. This is equivalent to a river 40 ft. wide at its water 
surface, 5ft. deep, flowing continually at the rate of about 2 ft. 
per second. It is estimated also that in that quantity, there 
would be about 4,500 tons per diem of wet sludge, and about 
900 tons per diem of pressed sludge in cakes. Finally, in 
order to prevent further pollution of the River Thames, the 
Commissioners recommended that some process of deposition or 
precipitation should be used to separate the solid from the 
liquid portions of the sewage, and that the solid matter deposited 
as sludge should be applied to the raising of low lying lands, or 
be burnt or be dug into land, or be carried away to sea. 

The liquid so separated would not however, they thought, be 
sufficiently purified for its discharge at the present outfalls to 
be adopted as a permanent method of getting rid of it, and its 
further purification could only be effected by its application to 
land by means of intermittent filtration. They thought also 
that sufficient land of a quality suitable for this purpose existed 
within a-convenient distance of the Northern outfall, and the 
liquid they suggested could be pumped up on to this land from 
the separating works, and after filtration allowed to flow into 
the river. | | 

If, however, sufficient suitable land at reasonable cost could 
not be procured near the present outfall, they recommended that 
the separated liquid be carried down to a lower point of the 
river, at least as low as Hole Haven, where it could be discharged, 
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the liquid from the Southern outfall being taken across the 
river and the whole conveyed down the Northern side. 

As a step towards the fulfilment of the first part of the 
Commissioners’ recommendations, the London County Council 
has completed the construction of large precipitating tanks at 
the outfall on the North side of the river, and is building similar 
tanks on the South side, for the purpose of treating the sewage 
with certain chemicals, viz: lime and sulphate of iron in the 
proportions of 3°7 grains per gallon of the former, and 1 grain 
of the latter, to each gallon of sewage, and if necessary 4 to 14 
erains, or even 3 grains, of permanganate of soda to be added to 
each gallon of the effluent. But the Commissioners observed 
that in any precipitation process the liquid could only be 
allowed to escape into the river as a preliminary and temporary 
measure, while several eminent authorities, Sir Robert Rawlinson, 
Sir Henry Roscoe, Dr. Corfield, Mr. Baldwin Latham, Mr. J. C. 
Mellis, and Dr. Tidy, have pronounced these proportions in- 
sufficient for the purpose of effecting any appreciable degree 
of purification of the sewage. 

In accordance with part of the recommendations the solid 
matter deposited as sludge was to be carried out to sea, and the 
London County Council give effect to this by conveying it 
thither ultimately at the rate of about 18,000 tons per week. 

It will have been observed that under this system there 
are three things to be kept in view. 

1. . Treatment of the crude sewage by chemicals. 

2. Disposal of the sludge. 

3. The distribution of the effluent on land or its discharge 
into the river at Hole Haven. 

Other schemes have been suggested, such as irrigation without 
any chemical treatment, deposition and filtration on Canvey 
Island, and lastly, the conveyance of the crude sewage to the 
North sea in a canal open for part of its length. 

Seeing that so many authorities have agreed in condemning 
chemical treatment as insufficient of itself to effect the proper 
degree of purification, let us consider the further treatment 
recommended. 

It is important, first of all, to ascertain what quantity of 
land is necessary for the absorption of so large a volume as 
180,000,000 gallons per 24 hours—approximately the normal 
quantity of sewage, without allowing for increase or storm-water. 
The only area suitable near the northern outfall is a tract of 
land, the subsoil of which consists of gravel, lying between the 
Great Eastern. Railway and the London, Tilbury, and Southend 
Railway, its eastern boundary being approximately defined by a 
line drawn through Romford, Upminster, Ockenden, and 
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Purfleet. But since the publication of the Commissioners’ 
Report (1884), a new line of railway from Barking to Pitsea 
has been made between these two lines, enhancing the pro- 
spective value of that tract of land. The subsoil of the marshes 
adjoining the river consists of alluvium, and therefore they are 
not suitable for the absorption of so large a volume of liquid. 
The estimates of the number of persons whose sewage could be 
applied to each acre of irrigation or filtering ground have varied 
from 100 to 3,000, but the latter figure has been reduced by 
Mr. Bailey Denton, in order to secure permanency of effect, to 
1,000. These figures, however, if adopted without reference to 
the soil of the land upon which the sewage is applied, and 
without reference to times and seasons, would be misleading, 
and are not borne out by the everyday experience of actual 
practice. The practical application of sewage, as illustrated by 
the following list taken from official and other reports, differs 
from these estimates, and it will be seen that even in cases of 
intermittent filtration, combined, as it mostly is, with broad 
irrigation, the sewage of 1,000 persons, taken at the ordinary 
calculation of 30 gallons per head per diem, is in excess of what 
has actually been applied for any length of time when the 
growth of crops is necessarily taken into consideration. 


Quantity of Gallons of 
Name of Place. Sewage per| Sewage applied Soil. 
24 hours. | per acre per day. 


MEINDUTOD: <. 6.00060 2,500,000 10,000 Subsoil, sea-sand. 

BAUD URY « (secuoseecys 320,000 2,300 Stiff loam upon clay subsoil. 

CGIOId  sassces cere: 700,000 4,516 Rich loam with gravelly subsoil. 

BACK DUTR, ...6.605 1,500,000 16,000 Light loamy soil upon gravelly 

i subsoil. 

CHOLLCY: ceionssiesieciecioes 500,000 5,747 Poor vegetable soil with stiff clay 
subsoil, 

Doncaster sc .scc.cee. 600,000 B17 Light sandy land. 

Leamington ,........ 800,000 2,950 Fine loam on. subsoil of gravel. 

Merthyr Tydfil...... 1,000,000 13,333 Fine ae soil with gravelly 
subsoil. 

UMD: scm eo caei acces 400,000 6,153 Gravelly soil upon clay subsoil. 

Tunbridge Wells...| 650,000 3,000 Stiff loamy and light open. - 

WARWICK |. fectisinsscwe 700,000 5,185 Stiff clay. 

West Derby ......... 723,000 ea BON isk 

pene re: | ge. 1874-75 —2453 | toay gravel and sand, 

See Lens: 1875-76—2782 

LOMO coecisatiseeteisianecl~ “sealer 3,047 Sharp gravel and sand. 

Darmsley © ....ccssen- 700,000 16,886 Subsoil of loam. 

Aldershot .ic....c.0.. 156,800 | ° 1,960 Poor sand. 

OPOVAOM. nciassssissiens 3,000,000 11,540 Open soil upon gravelly subsoil. 


Berlin (Osdorf & 
Heinersdorf) ...| 863,132 3,116 Sandy soil. 
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The same Commissioners, after referring to the case of 
Kendal, remark, that ‘for a small number of people, say under 
500 to the acre, the sewage may be applied as it comes, leaving 
the grosser matters to become amalgamated with the soil, but if 
the number be increased, the previous removal of the sludge 
would be desirable, and’ for 1,000 or more it would probably 
become absolutely necessary.” 

It cannot be shown by any process of filtration or irrigation, 
omitting the case of Kendal as exceptional, that a greater 
quantity than 16,000 or 17,000 gallons per acre (equivalent to 
rather more than an addition of ?in. every 24 hours to the 
rainfall) can be distributed on ordinary agricultural land without 
interfering with its proper cultivation. 

It would not be safe then to provide a smaller area of 
ordinary land than 10,000 acres, and this does not include any 
large increase in the future. 

The cost of the land and its preparation in the cases of 
Abingdon and Malvern as described by Mr. Bailey Denton in 
his work, “Ten years’ Experience of Intermittent Downward 
Filtration,” amounted to £286 per acre in the case of Hitchin, 
to £251 per acre in the case of Abingdon, and £225 in the case 
of Halstead. Probably, therefore, the cost of land and its 
preparation for the treatment of London sewage would not be 
less than £300 per acre, or £3,000,000 for the 10,000 acres. 
Besides this there would of course be the cost of conduits 
from the Northern and Southern outfalls, and the cost of 
pumping power to a minimum height of say 75 ft. above 
Ordnance Datum, without any allowance for increase. 

Assuming that the population continues to increase at a 
similar or possibly even at a greater ratio than has been stated, 
and assuming the correctness of the above estimates, what 
provision can be made for future extension of the irrigation or 
filtration area? Nearly the whole of the gravel bed described 
having been utilised, the subsoil of clay of which the surrounding ~ 
country partly consists, not being able to absorb liquid at the 
same rate, proportionately larger areas must be acquired. But 
it may well be doubted whether it would be expedient to devote 
so large an area of land in such a district to the perpetuation 
of what is regarded by many, rightly or wrongly, as a nuisance, 
and which certainly would be looked upon as detrimental to 
the value of the surrounding property. 

Considering the strong consensus of opinion against the pro- 
posed chemical treatment, and, indeed, against any chemical 
treatment of the sewage, and in view of the difficulties already 
pointed out attending its disposal upon land, there would appear 
to be only two courses open: either that the liquid should be 
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discharged at Hole Haven, or that it should be dealt with 
on the Maplin Sands. » 

But if the system now being tried should not sufficiently 
purify the sewage, the nuisance hitherto complained of will be 
as offensive to Southend and other places as it is higher up the 
river. No advantage will have been gained by discharging 
the effluent into the river at Hole Haven, and, the County 
Council will be compelled either to increase the proportions of 
the chemicals with which the sewage is to be treated, or to 
remove the outfall still further. 

Now it is claimed, on behalf of the scheme for the deposition 
and filtration of sewage on the Maplin Sands, that that spot 
would afford all the advantages claimed for Canvey Island, 
together with the advantage of being much larger in extent and 
removed far away from Southend or any watering place. 
Further; instead of a fertile tract of land being rendered 
valueless for agricultural purposes, a piece of land would actually 
be added which, as will presently be shown, may be made 
exceedingly fertile and valuable. 

The general line of outfall is somewhat similar to that 
proposed, in 1857, by Messrs. McClean & Stileman, and lately 
revived by Sir Robert Rawlinson; but it differs from the latter 
in some important details. The chief of these are :— 

1. The conduit to the Sands would be covered all the way, 
and would have a uniform fall throughout. 

2. While the whole volume of the sewage would be dealt 
with on the sands when reclaimed, the method of treatment 
~ would be so designed as to remove all ground of opposition on 
the part of those who are interested in the oyster fisheries of 
those coasts. 

Commencing at the outfalls, it is proposed to establish 
additional pumping power at the northern outfall to the extent 
of about 1100 h.p., and to pump the sewage up to an aqueduct, 
comprising two culverts 15 feet each in diameter, the inverts of 
which would be laid at a level of 27 feet above Ordnance 
Datum at the outfall, and be carried with a fall of 9 inches per 
mile for a distance of about two miles, where a junction would 
be made with the sewer from the southern outfall. At the 
southern outfall, additional pumping power to the extent of 
about 1050 h.p. would be provided, and the sewage would be 
pumped through a syphon 9 ft. 6 ins. in diameter under the 
river to an aqueduct consisting of a culvert 15 ft. in diameter, 
commencing on the north side of the river opposite Crossness, and 
extending to a junction with the aqueduct conveying the sewage 
from the northern outfall. 

From this junction the aqueduct would convey the sewage 
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from both sides of the river a distance of about two miles in 
three culverts, each 15 ft. in diameter, to the upper end of the 
new outfall sewer, between Dagenham and Rainham villages. 
From this point the new outfall sewer would convey the sewage 
to the Maplin Sands along the line shown on the annexed plan. 
~The sewer which would be of concrete lined with two 44 in. 
rings of blue bricks would be 25 ft. in diameter, and would have 
a fall of 6 in. per mile without a vertical bend or syphon in the 
whole distance, the level of the invert at the lower end to be 4 ft. 
above Ordnance Datum. The line has been laid out to follow 
the contour of the land, so that as far as possible the culvert 
will be wholly underground, but at no greater depth than will 
afford a covering to the crown of the arch with the least possible 
embanking and tunnelling. The discharging capacity of the 
culvert when half full would be equal to 33,747 cubic ft. per 
minute, the velocity 2°3 ft. per second. At Foulness Island the 
conduit would be built parallel to and behind the whole length 
of the front sea wall with sluices in it at various points to 
admit of the discharge of the sewage on to the several plots of 
reclaimed land. It has already been shown that an area of less 
than 10,000 acres of ordinary agricultural land would not be 
sufficient for the treatment of the sewage, and although the soil 
of the area proposed to be reclaimed differs altogether from the 
soil inland, it would not be desirable to enclose less than 10,000 
acres of it. It is proposed, then, to raise embankinents, formed 
of clay from the line of the outfall sewer and sand from the 
foreshore, and to enclose the Sands in plots of 500 acres at a 
time. 4,750,000 cubic yards of material it is estimated would 
be dug out in the line of the proposed conduit, while there 
would not be more than about 2,000,000 cubic yards required 
for making the embankments, assuming that they were made 
ten feet wide at the top and raised to a level of eighteen feet 
above Ordnance Datum. About 1,750,000 cubic yards would 
be required for the concrete in the construction of the conduit, 
and it is expected that this would be found in the excavation. 
The material for the embankments could be economically trans- 
ported from the spot where it would be dug to its destination 
in trucks running on lines of rails laid within the conduit itself 
as the construction proceeds, the diameter being sufficient to 
admit of a line of rails each way, up and down. On the verge 
of the sea frontage of the newly-reclaimed land a channel for 
the effluent water would be built, whence the effluent would be 
discharged through various outlets into the deep Swin Channel. 
To determine how the reclaimed area should be best laid 
out for the treatment of the sewage, it must be shown what 
might be its exact capacity for absorbing and purifying sewage. 
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Now, under ordinary circumstances and with due regard for 
the cultivation of crops, it appears, by the table already quoted, 
that the greatest quantity of sewage applied to agricultural 
land does not exceed 17,000 gallons per acre per 24 hours as 
the regular daily average. But the Maplin Sands present a 
surface different from ordinary agricultural land, and with an 
efficient system of arterial and under-drainage, would answer 
the purpose of a filter bed. The Craigentinny meadows, which 
receive the sewage of Edinburgh, afford an analogous case, so 
far as the soil is concerned, and have become, from the constant 
application of sewage, very fertile, although, as they are not 
prepared in any way for its reception, the effluent is not 
completely purified. The quantity applied there per acre per 
diem, as shown in the table, is 10,000 gallons. But in very 
porous soil, such as that at Merthyr Tydfil, Kendal and 
Abingdon, 50,000 (according to Mr. Bailey Denton), and 
200,000 gallons have been respectively daily absorbed per acre, 
although such quantities render cultivation impossible. 

Taking as an extreme case the average rate at which the 
water of the London companies is filtered upon carefully 
prepared filter-beds of sand and various. thicknesses of gravel, 
we find that the volumes absorbed by each acre are at the rate 
of from 1,500,000 gallons to 2,000,000 gallons per acre per 24 
hours. | 
Dr. Frankland’s experiments, which led to the practice of 
intermittent downward filtration, showed that volumes varying 
- from 42,592 to 95,832 gallons per acre per 24 hours, according 
to the nature of the subsoil, could be purified in passing through 
subsoil drained 6 ft. deep, although these were simply laboratory 
experiments. ; 

Within tlie last few months the Massachusetts Board of 
Health has issued a report embodying the results of its recent 
experiments on the filtration of sewage. According to this, 
sewage may be a good deal purified by being allowed to pass 
intermittently through a filter of open sand, so that the 
surface by becoming dry may allow air to enter the filter, and 
filtering beds of sand covered with soil may be much increased 
in efficiency, by digging trenches along a slight incline in the 
bed and filling them with coarse sand. When exposed to cold 
and snow, the filtration was found to be imperfect at even the 
moderate rate of 30,000 gallons per diem. Where protected 
from cold and snow the sewage was passed through the filters at 
the rate of 30,000, 60,000 and 120,000 gallons per acre per 
diem, and at these rates the ammonia showed that 97, 94 and 80 
per cent. of the impurities were removed. Upon increasing the 
rate of filtration to 180,000 gallons, the percentage of ammonia 
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increased, but did not exceed 2 per cent. of those of the treated 
sewage, 

Before applying these figures to the scheme proposed in this 
paper, it may be remarked that the effluent need only be so far 
purified, that after admission into the great body of tidal water 
in the Swin Channel, it will not endanger the Oyster Fisheries, 
or cause a nuisance to Southend or Burnham. 

A somewhat Jong experience of arterial and under-drainage in 
the Lincolnshire marshes, where the surface and subsoil are silt 
originally reclaimed from the sea, has shown to what extent the 
absorbing power of subsoil may be increased. It would be easy 
by trying on the Maplin Sands a system similar to that proved 
in Lincolnshire, to make them capable of absorbing the quantities 
which it is proposed should be discharged upon them. The 
reclaimed areas on the Maplin Sands would be divided into fields 
of say about 100 acres, by the intersection of main arterial drains, 
which would receive the discharge from the underdrains to be 
laid in each field. The excavation from the arterial drains 
within the reclaimed area would be used in strengthening the © 
embankments. 

The surface and subsoil on the Lincolnshire marshes is silt, 
as already stated, of more or less density. It is formed by a 
very slow process of accretion until it rises above the level of 
ordinary high tides. Then it gets gradually covered with grass 
and in time becomes exceedingly fertile, and has been let, as 
soon as enclosed, at £3 per acre. In a somewhat similar manner, 
by the application of sewage matter, it is believed the Maplin 
Sands may become fertilized; and indeed, the Edinburgh 
sewage meadows seem to demonstrate the feasibility of con- 
verting them into agricultural land. 

From the above examples we may conclude that upon such 
soil, with a proper system of internal drainage, a quantity of 
sewage equal to 50,000 gallons per acre per day may be readily 
absorbed and fairly purified over that portion of the reclaimed 
area which it is proposed should be devoted to filter beds. 
These filter beds, it is suggested, should cover 4,000 acres 
divided in their working into two equal areas to be used 
intermittently, while the remaining 6,000 acres would without 
difficulty absorb 12,000 to 15,000 gallons per acre per 24 hours, 
and at the same time admit of the cultivation of crops. In 
view of future needs, a still larger area might be apportioned 
to filter beds. 

The estimate for the work, exclusive of the cost of land and 
foreshore rights, is £4,500,000. The area of the land through 
which easement would be required would be about 300 acres. 
The working expenses of cultivating the enclosed irrigated area 
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would, it is anticipated, be in great measure covered by the 
returns of the crops yielded. 

There would of course be no difficulty in delivering any 
sewage from the outfall sewer to farmers who might wish to 
apply it to their land. 

The disposal of the sewage of London on the Maplin Sands is 
an old idea, but recently the owners of oyster fisheries have been 
much agitated at the suggestion of it, although no steps have 
been taken to place it a stage further than suggestion. 

The scheme herein proposed would, it is believed, so far 
purify the sewage as to render it admissible into the Swin 
Channel without fear of injury to the oyster fisheries or to any 
other interest. 

It would be impossible within the limits of a single paper to 
describe in detail a scheme intended to deal with so large a 
volume as the sewage of London. ‘This description of the 
outline of such a scheme may, it is hoped, contain suggestions 
worthy of reflection and discussion. 


Mr. J. Lemon (Southampton) drew attention to what had been done 
by the Metropolitan Board of Works and the London County Council, 
reminding them that precipitating tanks were being constructed at a 
cost of a million sterling, whilst the sludge was being taken in barges 
out to sea. Was this large cost, he asked, to be thrown away? 
Ought they not to consider whether they should utilise these things ? 
He considered it an unscientific system to take sludge out to sea. 
There was no reason whatever, he held, why London sewage should 
not be treated by chemicals, and by their adoption a sufficiently 
pure effluent could be obtained to render the discharge also sufficiently 
pure for all practical purposes. As to the disposal of sludge there 
should be no difficulty. It ought to be transmitted to some suitable 
soil and there so dealt with, as at Birmingham, as to make it form a 
portion of the land itself. It was far better, he maintained, to deal 
with a small quantity of sewage and convey it to a place where it 
could be easily disposed of than to go to the enormous cost of con- 
veying the whole of the sewage of London to the Maplin Sands. 
And when they got it there could it be finally disposed of? He 
believed a great mistake had often been made in taking it to 
unsuitable places where it could not be properly disposed of, and this 
error he thought would be likely to be repeated at the Maplin Sands, 
for unless the land had such drainage as to ensure the oxidation of 
sewage there could be no purification at all. And what about 
increasing the County Council rate to carry out this large scheme ? 
The cost of conveying the sewage would alone be four and a half 
millions, and this sum did not allow for the purchase of the land or 
the working expenses, which he estimated at £100,000 a year. The 
yearly payment of interest on the outlay he put down at £250,000 so 
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that Mr. Grantham’s scheme would cost the ratepayers not less than 
£350,000 a year. That was asum which the ratepayers of London 
would not approach with a very light heart. For himself he would 
propose to convey the sludge through pipes to Canvey Island, which 
was only half the distance of the Maplin Sands and dispose of it there. 
Moreover, he considered it quite possible so to filter the effluent as to 
bring it to a high degree of purity and then discharge it into the river. 
Although he thus differed from Mr. Grantham he quite recognised the 
importance of his paper, and-he accordingly moved a special vote of 
thanks in that he had taken so much trouble to introduce it. 


Colonel Jonus (Carshalton) seconded. He considered that the | 
only trouble about the scheme laid before them was its immense cost 
and the reclamation of land that it would necessitate. For this 
reason he also considered that Canvey Island would be the better 
place of the two, and it had this advantage over the Maplin Sands— 
its land was agricultural and alluvial, whilst the work of reclamation 
was already done. Again, the cost would be much smaller ; he should 
think it would not exceed at Canvey Island £30,000 a year. So he 
advocated this as a half-way house, and he thought it would make a. 
very good compromise. 


Dr. Carpenter (Croydon) thanked Mr. Grantham for dealing 
with the matter in so practical a way. There were many excellent 
points in his paper which should commend themselves to the consi- 
deration of the County Council, but there were some points which were 
based to some extent on mistakes, and mistakes which would have to 
be considered by those who faced the enormous difficulty of dealing 
with such an immense mass of sewage. One great mistake, was the 
proposal to bring all the sewage to one outfall. Certainly there should 
be more than one, and he considered that fifty sewage farms would 
be better than bringing such a huge mass to one point. He rather 
believed that the compromise mentioned by Colonel Jones would 
probably be that which would come about, for it was absolutely 
necessary that sewage should go to suitable land, and so assist in the 
production of meat and milk for the inhabitants of the country. He 
thought too that they might adopt such an arrangement as would 
utilise the tanks that had already been formed. Certainly the prin- 
ciple of so applying sewage to the land as to increase the luxuriance 
of vegetation, ought to be adopted by London as it had been by Bir- 
-mingham. With regard to the cost, what was £350,000 a year, when 
the end to be gained was the surmounting of so great a difficulty ? 
Why, a threepenny rate would do it. But he did not think there 
need be this sum to be paid annually, for by making sewage of use to 
the soil, a sufficient return would be realised to pay all working 
expenses. If some skilful engineer would only face this question in 
the right way and provide for the distribution of sewage over several 
acres, no matter how far from London, they would, he believed, get 
rid of their difficulties and prove moreover the means of producing 
cheaper food; an end which would be of the utmost advantage to the 
interests and welfare of the nation. 
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Mr. R. F. Grantuam (London), in reply, said that he did not claim 
for his scheme that it was unalterable. In fact, he admitted that it had 
only been thought out in a rough and general way. Mr. Lemon had 
asked if, in the adoption of the scheme suggested, the tanks which 
had been formed at a great outlay were to be done away with? He 
did not think so. There would have to be tanks for giving effect to 
his scheme, and so at any rate they would not be entirely done away 
with. As to the treatment of sewage by chemicals, he would be very 
glad if it could be successfully adopted. They had been waiting for 
years for some satisfactory scheme, and Mr. Brigden had put forward 
one, but it had by. many authorities been condemned, and at present 
they were waiting still, Then with regard to the proposal of 
pumping up sludge as at Birmingham, it had to be remembered that 
the locality made all the difference. The sludge there was very thin, 
and what was possible at Birmingham, might not prove successful at 
London. Where so great an amount was concerned they must not 
consider the question of cost, and he was sure that if they could get 
a fairly good scheme, London would not stop at that. There was one 
point which he thought Mr. Lemon hardly realised, and that was the 
quantity of water to be used. It was all very well to filter sewage, 
but the quantity of water to be applied to the land had to be 
considered, and as he had shown large quantities were not applied. 
With regard to Canvey Island, he could only say that he had 
considered the question, and he thought it would be much better if 
Canvey Island were in the direction of the Maplin Sands. In 
considering Canvey Island, they had also to consider that popular 
resort Southend, and he felt sure there would be great and successful 
opposition to the Canvey Island proposal. 





On “ Black Ash Waste, and its Application to the Treatment of 
Sewage and Foul Water,” by Mr. Joun Hanson. 


Mr. Jonn Hanson read a paper on the above subject, with 
a preface that it might be presented in quite a humorous and 
piquant form had he the gift of poetry and classic illustra- 
tion like some newspaper writers. But they were met rather 
for instruction than entertainment, and so he only proposed 
to deal with it in the interests of the public health as a practical 
sewage chemist. A Greek title might make it more attractive, 
yet he should show, by plain facts, that his process was adopted 
to utilize mountains of chemical waste, and to restore the rivers 
of England to the sport of the angler and the enjoyment of the 
naturalist, while fulfilling its purifying function on sewage. 
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Black Ash Waste, he proceeded to explain, is a by-product in 
the manufacture of alkali, or common soda, in the making of one 
ton of which four tons of the waste were produced. The residual 
was principally sulphide of calcium, which, it should be noted, 
is a polluter, and not a clarifier, of water, so that the waste 
itself was worse than useless—the virtue was in his extract. 
By his process the sulphides are metamorphosed into sulphites 
and hypo-sulphites—the strongest and best purifying chemical 
known. This disinfectant is disintegrated, pulverised, and oxi- — 
dised under his patent, and is known as Hanson’s “ Sulphurous 
Powder.” Its effects were prompt, marked, and remarkable, 
as seen in the reports of analysts, engineers, and others. 

A given quantity of the powder mixed with water and well 
agitated, is allowed.to flow with the polluted water into a 
precipitating tank in conjunction with milk of lime. The first 
result is, that the sulphurous powder absorbs one atom of 
oxygen from the foul liquid, and by so doing sulphurous acid 
gas (H, SO,) is at once formed, this being equivalent to the 
effect of burning brimstone under water. ‘The fumes permeate 
the liquid and destroy all microbes (or germs of zymotic 
disease), completely ridding the effluent of all organisms what- 
ever. The action of the lime is to contract the solid particles 
in suspension, and by making them heavier in proportion to 
their size, to increase their specific gravity, and so precipitate 
them as sludge. Caustic lime made the effluent alkaline, 
destroying fish, incrustating boilers, and hardening the water 
so that it could not be used again in many manufactures. The 
combination of his two chemicals took up another atom of 
oxygen, converting the result into sulphuric acid (H, SQ, ), 
which combined with the causticity of the lime,.and threw down 
the hydrate of lime in the form of sulphide of lime, and thus 
rendered the effluent neutral as well as pure. The result, in 
short, complied with the Rivers’ Pollution Act in a way sur- 
passing all other attempts. The standard of purity he set up 
~ was a commercial one, and cost only, 6d. per head of the popu- 
lation per annum. As to drinking the effluent, that too could 
be provided for, though the luxury would be a rather costly one. 

In proof of these statements he invited an inspection of his 
works, more in number than any other sanitary firm could boast 
of. There are some half-dozen different solutions of the sewage 
difficulty offered to the public, with chemical materials of the 
most diverse kind. And whereas public reports showed that 
all, or nearly so, of these different methods had been abandoned 
somewhere, it was a significant fact that Hanson’s system had 
in no instance been abandoned when fairly tested. 

This process defeated the A.B.C. in open competition at 
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Leeds in July, 1876, the effluent being (according to the Leeds 
press quoted) colourless, inodorous, and of a higher standard 
of purity than Government required. 

In the same year it was adopted by the Tong Local Board, 
and Mr. Edward Croft, the Chairman of the Board, reported 
that “the method has always been, and is acknowledged, by the 
most eminent chemists and engineers, to be the simplest, 
cheapest, and most perfect ever known; and the Tong sewage 
is of the vilest type. Myr. Hanson produced a bright, clear, 
inodorous, and almost pure effluent, said to be the purest in the 
country.” ) 

In 1880 he delivered the Tweed from the pollution of 
Hawick. : 

In the following year he put up Sewage Works at Golcar, and 
others at Crimble, at a cost of £3,220, still in use with his 
process. | 

Subsequently Aldershot required his treatment, and after- 
wards he undertook large contracts at Tottenham, Leyton, and 
Canning Town (on the Lee), Silver Town (on the Thames), 
and elsewhere. 

The Lee was notorious for its pollution, causing litigation and 
legislation, and ruining all trades that had depended upon it. 
In six months (according to the Daily Chronicle quoted) all 
this was changed, and Major Lamorock Flower, as Sanitary 
Engineer to the Conservancy Board, reported that on their 
annual survey of the river, they expressed their “ unqualified 
delight at its changed condition, mainly due” (as the Major 
pointed out) “to the treatment of the Tottenham sewage by the 
sulphurous powder.” Ina Select Committee of the House of 
Commons on the state of the river, Mr. W. C. Young, the 
Consulting Chemist of the Board, gave his preference to 
Hanson’s process (in answer to questions by Sir Henry Roscoe), 
particularly because “the effluent was perfectly free from 
microscopic organisms.” 

As to the Leyton works, he quoted from the Lastern Mercury 
the testimony of Mr. J. G. Browning, Assistant Engineer to the 
Local Board, that they were “the finest in England, if not in 
the world;” and that “the most celebrated engineers in the 
country,” on inspecting them, “go away with a very favourable 
impression of the manner in which Leyton disposes of its 
sewage by Hanson’s Sulphurous Powder.” 

After mentioning West Ham and his “detective water-wheel”’ 
near Lee Bridge, Mr. Hanson dealt with the disposal of his 
sludge (which Dr. Munro, F.C.S., had said was the second in 
manurial value, 28s. 6d. per ton), stating that when not wanted 
as a fertilizer he carbonized it in a destructor. ; 
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In drawing his remarks to a close Mr. Hanson advised great 
caution and personal enquiry on the part of those seeking 
deliverance from the sewage difficulty, whereby they might save 
the waste of millions. “ Beautiful sewage-farming ” was a thing 
of the past. The watery ways of our weather give the poor 
farmer ‘ liquidation ’ enough without irrigation. Mere precipi- 
tation and filtration was but toying with pestilence. 


Major Lamorock Fiowzr (London) said the author of the paper 
had enabled him to state, that the Lee was no longer the narrow dirty 
ditch it was when he took charge of it twenty-years ago. He 
endorsed all Mr. Hanson had said as to the value of the treatment of 
sewage, by his mode of dealing with the residuum product, and he 
mentioned that at Tottenham where the river had been very filthy, 
Mr. Hanson’s method had been adopted, with results so satisfactory 
that his own Board wrote to the Tottenham Local Board to record 
their great sense of satisfaction. When the water was drained out in 
the portion of the river where Mr. Hanson’s method was adopted, it 
was found that the bed of the stream was singularly clear, whilst at 
Hertford, where it had not been adopted, the bed of the river was in 
the most filthy condition. At Hertford, moreover, sulphate of iron 
had been used, which showed that this compound was not always to 
be relied upon. 


Mr. Wiit1am Waits (London) said it seemed to him that Mr. 
Hanson’s method might very well form a subject for the investigation 
of the Institute in London. 


Mr. H. H. Contins (London) pointed out that whenever a Certi- 
ficate of The Sanitary Institute was given to an invention, it was 
only given after the Judges had made a careful examination, and had 
tested it for themselves. In short, The Sanitary Institute Certificate- 


was a thoroughly bona fide document. 


Mr. Hanson (Wakefield), in reply, said that if a cup full of his 
sulphurous powder was taken and a little acid poured on it, it would 
so fumigate the room in which they were assembled, as not only to 
drive out all the parasites, but to.drive them out too. There was no 
difficulty, he held, in treating the sewage of London by his method, 
and no subsequent treatment would be required. 
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On * Artisans’ Dwellings,’ by Francis Hoopsr, A.R.IB.A. 


b) 


THE construction of ‘ Artisans’ Dwellings ” is a subject well 
deserving the attention of the architectural section of this 
Congress, not alone in reference to sanitary fittings and 
drainage, but also with regard to locality, surroundings, and 
disposition of plan, comprehending as these dwellings do the 
housing of a vast section of the entire population. 

It is not necessary for me to enlarge upon the present 
grievously unsanitary conditions of the houses occupied by large 
numbers of artisans and their families in our densely crowded 
cities—conditions incidental not solely to overcrowding, but to 
the fact that houses old and dilapidated, constructed often for 
a class of tenants whose circumstances were entirely different 
to the present occupants, and render the accommodation quite 
inadequate to the requirements of humbler households. 

The provision of healthful and comfortable “homes” should 
be the aim of all who undertake the housing of artisans. 

Many of my audience must have observed the spreading 
fashion for the erection of so-called model tenement dwellings ; 
I use the word “fashion,” but might be more correct in 
calling it “fever,” as speculators have found that here, for 
the present at least, money is to be made, and building plots 
small and large, suitable and unsuitable, are being covered 
with residential flats and artisans’ dwellings, which I believe 
will be found dangerous encumberers of the ground very soon 
after the brightness of the tuck-pointing outside and of the 
machine-printed wall-papers inside has worn off. 

Regarding the general question of housing artisans in large 
towns, many economies are effected in tenement buildings, in 
that, one roof, one drain, one staircase, one water and gas service, 
suffice for many households, and whilst all are in good order 
all benefit alike; but should accident occur, defect arise, water 
fail, a drain choke, or a fever break out, the evils spread, 
and all are liable to suffer. It is most essential therefore that 
in such thickly populated buildings, which are sometimes as 
much as six storeys high, the sanitary arrangements should be 
of the best construction, and all apparatus and fittings of the 
most substantial kind. Hence I view with more anxiety the 
activity of the private speculator in tenement dwellings, than 
of those who erect villas in our suburbs the ill-repute of which 
has long ago become a by-word. 
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RELATION OF RENT AND WAGES. 


In considering the structural requirements of ‘Artisans’ Dwell- 
ings,” it is necessary to determine the class of artisans whose 
requirements are to be met, as the accommodation and household 
fittings are regulated by the rents obtainable from the tenants. 
I propose now to confine my remarks to block or tenement 
buildings in thickly-populated towns suitable for artisans whose 
weekly 1 wages range from 30s. to 50s. 

Evidence given before the “ Royal Commission on the Housing 
of the Working Classes, 1885,” goes to show that in a large 
district in London, where special enquiry was made, upwards of 
88 per cent. of the working men were found to pay more than 
one-fifth of their earnings in rent, and that the average rent of 
one room, let as a separate tenement, was 3s. 103d.; of a two- 
roomed tenement, 6s.; of a three-roomed tenement, 7s. 54d. 
The Report of the Commission adds, “ Corroborative evidence 
is not wanting that the witness erred, if at all, on the side of 
moderation.” 

The scope of my subject is therefore confined to tenements 
rented from 6s. to 10s. per week; and here it may be well to 
remark that the weekly income of an artisan with a family is 
not arrived at by simple enquiry as to the amount he himself 
earns; for in an industrious family not only the wife, but fre- 
quently the elder children, contribute to the weekly earnings. 


SELECTION OF BUILDING SITE. 


In selecting a site for Artisans’ Dwellings, it is of the highest 
importance to secure sufficient area, well-drained subsoil, and 
suitable shape. 


From measurement of the best-arranged buildings of this 


class, I find that these occupy on an average about one-third of 
the entire site, thus leaving two-thirds for air, light, approaches, 
and recreation. 

It is important, from a commercial point of view, that the 
buildings should be in proximity to the factories, wharves, 
or other places affording employment for the tenants, or that 
cheap and rapid means of transit either by rail, omnibus,. or 
tram-car, should exist. 


OPEN SPACES. 


It would appear from an inspection of a large number of 
existing dwellings erected both by private individuals and 
limited liability companies, that the front of every block should 
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either abut upon, or else face a public thoroughfare, and thus 
afford a more cheerful outlook than the alternative courtyard. 
It further seems that where no rights of light exist to limit the 
height of building, builders are tempted to carry up their 
work to a height which seriously injures the light and whole- 
someness of the lower tenements. 

Where buildings occupy more than two sides of any enclosed 
space, it is most desirable to avoid the abutting of two buildings 
at the angles, which invariably darkens certain of the staircases 
and rooms, and to leave an open space between to permit the 
free circulation of air, and avoid stagnation, which tends to 
create disease. 

It is not always possible for the architect to choose the aspect 
of his building, but an attempt should be made to secure 
frontages to east and west, so that the windows may receive the 
horizontal rays of the sun, whilst the vertical rays strike down 
into the courtyard and street. 


APPROACHES AND ENTRANCES. 


The development of any large scheme usually involves the 
repetition of a certain arrangement of rooms around a 
common staircase, which gives access to the several tenements, 
each of which, as far as possible, is self-contained. | 

The entrance may be formed at the back or front of the 
block, but where the staircase is built against an outer wall 
there are certain advantages in having the entrance at the back, 
as the stairs are more private, and the whole of the front wall 
is available for rooms. 

In such cases the courtyard is entered by an archway 
through the front block, and the tenants are more directly 
under the control of the superintendent, whose office may be 
at one side of the principal entrance. 

The several blocks will vary from 28 ft. to 36 ft. in depth, 
according to plan, and the frontage from 45 ft. to 79 ft. 


HeicHt oF BUILDINGS. 


The height of the buildings should not exceed five storeys 
above the ground, on account of fatigue in ascent and obstruc- 
tion of light and air. Shops may occupy the ground floor in 
busy thoroughfares, and will probably be let in conjunction 
with a cellar below, or perhaps a tenement behind or above, 
thus helping to augment the revenue. 
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COURTYARDS. 


The courtyards may with advantage be levelled, and spread 
with a 9 in. layer of cement concrete, laid to falls for drainage, 
and finished on the surface with a coating of compressed 
natural asphalt or tar-paving, which latter is fairly efficient 
and much the cheaper of the two materials. 


STAIRCASES. 


The staircases should be built against an outside wall, so that 
ample windows may light them and that a shaft may be avoided, 
which would spread fire upwards should such break out in the 
building. 7 

Fire-resisting materials should in all cases be used for stair- 
case construction, and for this purpose gas breeze concrete is 
more reliable than stone, for both treads and landings. 

The height of the storeys in the clear should be about nine 
feet; thus, if the rise be seven and a half inches, two short 
flights of eight steps will extend from floor to floor, and the 
tread with nosing need not exceed eight inches. 

The width of the staircase should be not less than six feet 
nine, which, with a nine inch brick newel, will allow of treads 
three feet wide; winding steps should on no account be tole- 
rated, being both dangerous and difficult to light. 

A. solid newel should always be introduced, as it increases the 
strength of the stairs by giving the treads a bearing at either 
end; offers resistance to, and mitigates the spread of fire from 
floor to floor by the staircase well; prevents tenants from seeing 
one another and talking from floor to floor, and thus adds much 
to the quietness and privacy of the building. : 


OrrEen BALCONIES. 


With a view to reduce the number of staircases, and to 
avoid the formation of internal corridors of approach to 
several tenements, external galleries or open balconies. have 
in many instances been constructed, but these must on no 
account be arranged on the side next a public thoroughfare, 
nor should the balconies of two parallel blocks be towards 
each other. : 

This arrangement can not, however, be commended as the 
rooms are deprived of much light, and unless the rooms are 
entered directly from the balcony, there is of necessity a loss 
of floor space by the formation of a passage-way. 
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INTERNAL CORRIDORS. 


Internal corridors are specially to be avoided, as they are 
most difficult to light, and are consequently but rarely kept 
clean. They further afford shelter for loafers and gossipers, 
and hence are morally injurious. 

It is well that the window openings upon the staircase should 
be unglazed, in order to secure ample ventilation, and to prevent 
the transmission of foul air or disease; each opening being 
protected by a strong iron guard-rail. 

The walls of the staircases should be lined with some hard 
impervious substance which can be readily washed. 

Glazed bricks are very efficient, but a tinted granolithic 
cement dado 4 ft. high presents a more homely effect, the wall 
above being plastered and coloured. 

A strong handrail should be provided, and may be formed of 
14 in. wrought iron gas-piping in straight lengths fixed about 
2 in. from the wall by means of short brackets. 

The front door of each tenement should open immediately 
upon the staircase landing, and, where space permits, an en- 
trance lobby should be provided to increase the privacy of each 
dwelling. 3 

A good average height from floor to floor is 10 feet, giving 
about 9 feet in the clear; and, bearing in mind that the Public 
Health Act requires 300 cubic feet of air for each adult, and 
150 feet for each child, as a minimum in the sleeping room, it 
is necessary to provide floor space equivalent to at least 6 ft. 6 in. 


by 5ft., and oft. by 3ft. 3 in. respectively. 


SHOOTS FOR Dust AND ASHES. 


Shoots for the disposal of household dust and ashes may 
suitably be formed in the corner of the half-landings of the 
stairs. These shoots should be shafts about 9 in. by 9 in., formed 
in the brickwork rendered internally in cement, discharging 
at the bottom into a dust cellar or a movable receptacle, and 
continued up through the roof for ventilation. The hopper- 
door on each half-landing should have side cheeks and a metal 
flap inside to prevent the dust from being blown back before 
the door can be closed, thus making dirt’ and litter on the stairs, 
and it also should be made self-closing. 

Each landing should be lighted at night with a gas jet of 
about 20-candle power; the frame of the lamp being easily 
removable for cleaning and repairs. A very neat pattern, 
used by the Improved Industrial Dwellings Company, consists 
simply of a front hooked on to buttons on the wall; the glass 
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is in narrow slips, not puttied in, but secured in a groove, and 
the enclosure is ventilated by a short pipe carried through the 
concrete landing above, and finished on the top with a metal 


hood. | 
INTERNAL ARRANGEMENT OF 'TENEMENTS. 


The internal arrangement of the tenement should as far as 
practicable assimilate to that of a well-planned country cottage, 
the size and number of rooms depending upon local circum- 
stances, wages, and requirements. 

Single-room dwellings are in request in some districts, but I 
find in the Peabody Buildings in Westminster most of the 
single rooms have been let together in pairs, the largest demand 
being for two and three rooms, which, for economy of space, 
are arranged to open the one from the other. 

A convenient size for the living-room or kitchen is eleven 
feet wide by thirteen feet from front to back; the fire-place 
being so placed as to allow of a bedstead at the back of the 
room, if required. The windows should be of ample width 
(three feet six inches at the least) and should extend to within. 
six inches of the ceiling to obtain the utmost light and ventila- 
tion. The sashes may be made in three heights; the lower 
being fixed for the protection of children, obscured glazing 
answering as a window blind; whilst the upper ones are double, 
_ hung with pulleys and weights. The cooking-range should 
not be less than 3 ft. in width, and fitted with an oven; all 
parts subject to heavy wear, such as the fire-bars, draw-out 
fret, drop-bars, trivet, etc., being of wrought iron. The follow- 
ing fittings should also be provided: a fixed dresser, with 
shelves and cup rails; a food store, ventilated if possible from 
the external air; a coal-bunker, formed with a sliding door 
or top flap; a sink of Bristol glazed ware; a wooden drainer ; 
and a plate-rack. be! | 

In the Peabody Buildings and many others of similar type 
the sinks as well as the w.c.’s are on the staircase landings, 
used jointly by the occupants of two or more tenements, and 
open to the constant inspection of the superintendents. 


LAUNDRIES. 


In addition to the sinks, a laundry is frequently provided on 
each storey for the general use by turn of the several tenants, 
furnished with one or more coppers, and teak or stoneware 
washing-troughs, and, as in some of the recently erected 
buildings of the ‘ Artisans, Labourers, and General Dwellings 
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Company,” an enamelled fire-clay bath is also provided, to 
which cold water is laid on, hot water being obtained by each 
tenant from a copper. From many enquiries I find that baths 
are but little appreciated, and appear likely to continue so with 
the present race of tenants. 

In order to obviate annoyance from the smell and escape of 
steam from these laundries, the Improved Industrial Dwellings 
Company have for a long time past been constructing them 
on a large scale, on the flat roofs of their buildings, where 
steam freely escapes, and there is ample space around for drying 
the wet linen. ‘This example has been followed by the Peabody 
Trustees in their buildings in Peter Street, Westminster, where, 
in addition, is provided a covered drying-ground, which can be 
kept under lock and key and used by the tenants in turn for 24 
hours, viz., 8 a.m. to 8 a.m., and is much appreciated by them. 

The Trustees still provide only one w.c. and sink between 
two families, whereas the former Company appears to make it a 
principle that each tenement shall have its w.c. and sink con- 
tained within itself. 

Two distinct arrangements of plan are shown in the accom- 
panying illustrations (page 208). In the one case the sink is 
placed in an enclosure opening from the living-room, having a 
window, and comprising also a food and coal store, whilst the 
w.c. is entered from a lobby, and is both lighted and ventilated 
by a window to the outer air over that of the sink enclosure. 

In the second case the front enclosure of the living-room is 
set back from the general wall-line to form a balcony, upon 
which is the w.c., coal store, &c. | 

The entrance-lobby, which adds greatly to the privacy and 
comfort of the tenement, should be provided with hat and coat 
hooks, and the rooms should have wooden rails on the walls for 
pictures or. prints, to prevent as far as possible injury caused 
by driving nails into the plastering. 


BED-ROOMS. 


The bed-rooms will vary in size, but one at least should be as 
large as 13 ft. by 9 ft., and a hanging closet for clothing should 
be provided in each. Fanlights over the doors prove most 
useful ventilators, and if glazed with obscured glass prevent 
dark passages. Every bed-room should have a fireplace so 
planned as to allow a clear space round the bed of at least 
twelve inches, and the grates should be of fire-lumps, with fuel 
space of about 8 in. by 4 in. and 10 in. deep, the mantel and shelf 
being of cast iron, as the most durable material for such buildings. 

I found in some dwellings in Rouen gas services provided 
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for cooking; a provision which I consider worthy of imitation 
in this country. 

In many buildings Venetian blinds are provided by the pro- 
prietors; these present a more tidy and uniform appearance 
externally than roller blinds, and are a source of economy to 
the tenant, who would otherwise have almost invariably & 
provide himself with new roller blinds on entering. 

Each front door should be provided with a strong lock, vary- 
ing in pattern throughout the building ; also with knockers and 
spring letter-plates, and should be legibly numbered. 

Window-gardening may be encouraged by providing wide 
sills) on which pots and flower-boxes may be placed, thus 
assisting to relieve the monotony of the facade. 


ROoFs. 


Where roofs are flat, the staircases should give direct access 
to them, and should be finished with a solidly-constructed bulk- 
head. 

Close guard-rails should be fixed around the roofs at least 
5 ft. in height, mounted on a solid ares, for the protection 
of children and adults. 

The construction should-be of iron joists, cement and coke- 
‘breeze concrete, finished on the top with asphalt or tar-paving. 
The surface should be laid to sufficient falls to secure ample 
drainage; the floors of the laundries, when constructed on the 
roof, should have channels to carry off the water quickly from 
' the troughs, &c., wooden lattices being moness for the women 
to. oad upon ole at their work. | 

The general unsightliness of a fatzetioged building has been 
mitigated by the Improved Industrial Dwellings Company in 
their new buildings near Grosvenor Square, by constructing 
the topmost storey with an almost vertical mansard roof, 
covered with tiling, above which is the stone curb carrying 
the guard-rail, supported by an iron purlin running parallel 
with the front wall. 


WatTER TANKS. 


The water storage-tanks, constructed of galvanized iron, may 
find their place on the flat roof, and should afford a supply of 
about 40 gallons for each tenement. Each tank should have a 
brick, enclosure for protection against frost, and should be so 
raised from the roof that it may be emptied onto the roof 
either for flushing the drains below or for periodical cleansing. 

Stout galvanized iron hooks should be built into the chimney- 
stacks at proper heights for securing the clothes drying-lines. 
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GENERAL CONSTRUCTION. 


The external walls, if not more than the height suggested, 
namely five storeys of 10 ft. each, will not require to be more 
than one and a half bricks in thickness above the first-floor level. 

The bricks should be hard and square, and the mortar joints 
weather-pointed. 

Gas-breeze and cement cast in moulds is now largely used for 
external lintols, sills, strings, and copings, and may be relieved 
with a simple incised ornament on the face. 

In floor construction, some persons insist on the use of 
iron joists in one length between back and front walls, filled in 
with breeze concrete; whilst others maintain that timber with 
a good plaster below is sufficiently fire-resisting: the rarity of 
fire in such buildings being some justification for this contention. 
Where timber construction is used, the floors should be well 
pugged, to prevent the transmission of sound. Tongued and 
grooved floor-boards should in all cases be employed as being 
more easily kept clean than straight-jointed boarding-joints, 
which soon open and harbour dirt. 


DRAINAGE. 


The drainage system should be of the simplest kind and 
executed with the greatest possible care. | 

The soil-drains in the yards, &c., should not be less than 
6-inch glazed stoneware socketted pipes, jointed in cement, laid 
on a bed of concrete to a fall of not less than 24 inches to 10 feet, 
with ventilated inspection pits at every bend, and an inter- 
cepting chamber as close as possible to the junction with the | 
street-sewer. 

The stack-pipes should be of galvanised cast iron, with socketted 
and caulked joints, connected directly with the drains, and con- 
tinued some 7 feet above the roof as ventilators. These may be 
made to serve also as rain-water pipes, by means of a species of 
movable ventilated bell-trap, and are available for flushing the 
drains when the water-tanks are emptied. 

The w.c. apparatus, which may be a Bristol glazed flush-out 
closet with water-waste preventing cistern, should have specially 
cast Iron Y connections with the stack-pipes that there may 
be no joints in the thickness of the wall. The stoneware sinks 
may be fitted with 1?-inch glazed waste-pipes, with syphon 
traps and inspection inlets, discharging outside the building by 
a stack-pipe above the water line of a yard gulley-trap. 

All the water-mains should be of galvanised wrought-iron 
pipe, and stop-cocks should be provided for shutting off the 
water from each separate tenement in the event of repairs being 
_ required. 
: O 
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Fire HypRANTSs. 


Fire hydrants should be provided at intervals in the court- 
yards; they would be found useful for watering and cleansing 
the courtyards as well as for the extinction of fire. 


Cost oF LAND AND BUILDINGS. 


Details of cost are not easily obtainable, nor are the figures 
of executed schemes unfailing guides for the future. 

Some undertakings owe their remunerative returns to the 
liberality of a ground landlord who has leased a site below its 
market value, as in the case on Lord Portman’s estate in Lisson 
Grove, and on the Duke of Westminster’s estate in Oxford 
Street. A marked contrast presents itself in the case of the 
Petticoat Square site, where the land cost the Commissioners 
of Sewers at the rate of £14 per square yard, including 
trade compensation to tenants for disturbance. 

Mr. Moore, of the Improved Industrial Dwellings Company, 
calculates the average amount paid for freehold land by his 
company to be about 30s. per yard, the highest they have paid 
being £2 14s. 43d. Mr. Moore calculates the present cost per 
room to be about £60, including w.c.’s, laundries, &c., the 
average weekly rent per room being now 2s. 1d. 


TENANT PROPRIETORSHIP. 


In view of the increasing political power and wage-earning 
capacity of the working classes, I venture to urge consideration 
of the question of tenant proprietorship. I believe myself 
right in saying that facilities for purchase have largely been 
taken advantage of by artisans in many towns in the North of 
England, where the encouragement of thrift, sobriety, and self- 
respect has been eminently beneficial to the tenants. 

So important is this matter considered in France, that the 
“‘ National Association for the study of questions relating to the 
improvement and construction of cheap dwellings,” which is an 
outcome of the International Congress held in Paris during the 
Exhibition of last year, has devoted the whole of its first publica- 
tion to details of a scheme adopted in Havre for giving facilities 
to artisans for the purchase of four-roomed cottages in their own 
walled gardens, by quarterly payments extending over 14 years, 
and amounting to 10 per cent. on the purchase money paid 
annually. 

The chief distinguishing feature consists in the fact that 
when one-third the purchase money has been deposited, a con- 
ditional deed of conveyance is granted, which is saleable, and 
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this constitutes a marked departure from the lines of most of 
the Building Societies in our own country. 

In London an association has recently been established under 
the auspices of the officers of the Leman Street Co-operative 
' Wholesale Society, from the prospectus of which I quote the 
following :— 

“The Society was formed in 1888 with the object of applying 
to the owning and letting of working men’s dwellings the prin- 
ciple of co-operation, which has proved so successful when applied 
to retail distribution. 

“Fair rents, according to the current rates of the locality, 
are charged to the tenants, who must be members of the 
Society. After making proper provision for expenses, &c., a 
dividend, limited to 4 per cent.,is paid on the share capital, and 
the remainder of the profits are divided amongst the tenants in 
proportion to the rents paid by them, and when so divided are 
carried to the credit of each tenant’s share account until he has 
so much capital in the Society as is equivalent to the value of 
the building inhabited by him. After such a period has 
been reached, the dwelling occupied by the tenant will remain 
the property of the Society, but he will be entitled to receive 
his share of surplus profit in cash. 

“‘ When a shareholder ceases to be a tenant, the Society will 
have the right at any time to purchase and extinguish his shares ; 
but in the event of the Society being unwilling to exercise this 
ent the shareholder will have the usual power of selling 
them.” , 

The rules provide that internal repairs shall be done when 
the Society deems necessary, and, unless carried out by the 
tenant of. the repaired building, they will be charged against 
his share account. 

Each estate is to be managed by a committee of tenants, and 
it will be to the interest of every member of the Society to 
find a tenant for an empty dwelling, as well as to see that his 
fellow members are careful with the Society’s property and pay 
their rent punctually. 

The advantages offered are, a share in the increased value of 
the real property of the Metropolis caused by the growth of 
population; an attractive and profitable mode of investing 
savings, an economy of rent, and the prospect of becoming 
capitalists. 

It is too soon yet to judge of the success of the scheme, 
but the Society has already two small properties in full occu- 
pation, the one at Upton Park, the other at Penge. Am I 
unreasonable in suggesting the possibility of a scheme for 
appropriating to the erection of dwellings, in the form of loans, 
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some part of the rapidly-increasing resources of the Post Office 
Savings Bank, by affording facilities to depositors to convert 
their savings into shares, and thus extending the interest of 
artisans in a commercial enterprise of the greatest social value ? 


SUMMARY. 


I have to express my thanks for your indulgent attention, and 
in conclusion, would summarise my observations as follows :— 

1. That artisans’ tenement dwellings need most careful 
planning and construction, to secure the healthfulness and 
moral welfare of the tenants. 

2. That, in the interests of the artisan class, and for the’ 
relief of the congestion of our central districts, increased 
facilities should be afforded for residence in the outskirts by 
reorganised train-services at low fares. 

3. That tenant proprietorship, which has elsewhere proved 
a boon to artisans, should be encouraged by all equitable means 
in the neighbourhood of London. 

These remarks I commend to the earnest consideration of all 
those who have at heart the health and welfare of our artisans 
and labourers and their families, and especially to the members 
of The Sanitary Institute. 





Mr. E. C. Rosrns (London) observed that the plans prepared by Mr. 
Hooper showed great improvements in modern industrial dwellings. 
One thing especially was important, and that was the private manner 
in which the buildings ought to be constructed. He objected to their 
looking like workhouses or warehouses, and pointed out that many 
people did not like to be associated with anything that looked like 
charity. In the dwellings over which he had some supervision he 
found there was a demand for separate water-closets, but this was an 
expensive arrangement, and perhaps the best thing to do was to give 
these closets a separate access. In cases where the houses had flat 
roofs some were used for the purpose of washing clothes, whilst others 
became drying-grounds, and some play-grounds. But they found 
that the inmates did not care about the wash-house being thus 
situated though they did not at all mind the roof being used as a 
drying-ground. 


Mr. H. H. Corrrys (London) said with regard to a point raised 
by Mr. Robins that he thought, do what they would, this question of 
industrial dwellings must become one of charity. They could not then 
look like palaces, and if people wanted cheapness they must be content 
with a very small return for their outlay. The first question was that 
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of land. Artisans wanted to live in good neighbourhoods but did not 
care to pay the additional cost, forgetful or ignorant of the fact that 
when owners had to pay more than twopence per foot for land, it was 
impossible to secure the accommodation they wanted for two shillings 
a room. He disapproved of sculleries, closets, or corridors being 
in common. He found it cost him no less than £50 for each room of 
measurements something like 12x14x10. However, instead of the 
artisan using them he found they became occupied by clerks and 
their families, so that their end was very different from what was 
intended. Then the rooms had to be of sufficient height—8 feet had 
been mentioned as the minimum—and he held in addition they should 
be fire-proof. 


Dr. Syxus (London) spoke from his experience as a member of 
the Council of the National Dwellings Society, and held that the last 
block of artisans’ dwellings that had been erected, that in Waterloo 
Square, Camberwell, was the very finest. The question was largely 
one of cost, and he thought instead of calling them artisans’ dwellings, 
they would be more accurately described as dwellings at 2s. 6d. per 
week, or block dwellings, so as to distinguish them from ordinary 
private houses. Hecently he had had occasion to enter into some re- 
search, concerning the number of persons that could be housed on a 
given space. Much'depended of course on the conditions, one of the 
first of which was the width of the front and back space. The angle 
of incidence of light should be at least 45 deg. One of the chief things 
to be considered was economising space. In the Peabody system 
they got about four-fifths of their properties for dwelling purposes and 
the other fifth for access and accessories. With regard to sleeping 
and living-rooms, the usual amount of space was 300 feet per person 
for living-rooms, and 400 for sleeping and living when combined. 
This, he considered was not sufficient. Instead of 300 or 400 . 
it ought to be 700 feet for each person. Whilst he recognised the 
necessity of providing wash-houses, coppers, coal-sheds and sinks, he 
thought that baths in industrial dwellings were a great mistake. He 
had found that the baths became blocked up with various items of 
furniture and were never used. The people did not like them, and 
he supposed a reason might be found in the fact that there was no 
hot water. If baths were to be adopted at all, he suggested that they 
should be erected in separate buildings fitted with hot-water pipes, and 
be placed under the charge of an attendant. He objected to any 
artificial systems of drainage or ventilation, for the people did not 
understand any but the simplest constructions and all others became 
speedily out of order. As to the question of charity, he did not know 
of any rooms that could be let for one shilling or one shilling and 
sixpence per week. ‘The least he thought they could let single rooms 
for was two shillings and sixpence per week. In common lodging 
‘houses in London, the lowest charge was fourpence per night or two 
shillings and fourpence per week, and yet the County Council were 
thinking of exercising their charity (in spite of the Industrial 
Dwellings which were let, as he had shown, cheaper) by erecting a 
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number of these houses. In his experience Industrial Dwellings 
could not be erected under £56 a room, and it was absurd therefore 
to think of letting them under two shillings and sixpence a week. 
With regard to the question of common closets, common corridors, 
and common things generally, these were the amenities of social 
communities living together, and the improvement that was wanted 
must come he thought from the manners of the people themselves. 


Mr. Witi1am Watts (London) had been asked to suggest that 
there should be a mortuary attached to Industrial Dwellings, and also 
that it would be a great advantage if provision could be made for gas 
stoves. With regard to ventilation he thought a flue should be 
constructed with openings near the ceiling, so as to ensure the 
circulation of air. 


Mr. Hoopzmr (London), in reply, said that he had alluded in his 
paper to the dwellings in Glasgow, where provision was made for 
single room tenants. Recesses were made for the bed, the room was 
well ventilated, and it had a closet with sink and fuel stove and 
cooking implements. 


The Prestpent of the Section pointed out, that if they made 
Industrial Buildings so perfect as to render them expensive, many 
artisans would prefer the cheaper dwellings that were already in 
existence. 
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SECTION III. 
CHEMISTRY, METEOROLOGY, AND GEOLOGY. 


ADDRESS 


By W. TOPLEY, F.R.S., F.G.S., Assoc.M.Inst.C.E., 
Geological Survey of England. 


PRESIDENT OF THE SECTION. 


“ Geology in its relation to Hygiene.” * 


Ir is possible that the remarks which I wish to make in opening 
this Section may be considered by some to be rather out of 
place at a meeting of this Institute; some may think them too 
special and technical; but the subjects admitted to Section ILI. 
are so extensive that specialisation on the part of its President 
is to some extent a necessity, and I think further that a man 
is best occupied when speaking on a subject which he knows 
fairly well. 

It may be that by taking a special district as our text we 
can well illustrate some general principles; and at the same 
time a description of the district in which we are now meeting 
may not be without interest to some now visiting it. 

The geology and scenery of Sussex may be considered some- 
what tame and uninteresting to those who arrive here from the 
wilder and more mountainous districts of the North and West; 
yet for many reasons Sussex is peculiarly well suited for illus- 
trating the subject before us. The varieties of soil are here 
strongly marked—clay, sand, and limestone being each well 
developed. The conditions under which springs and under- 


* The various points referred to in this Address were illustrated by 
numerous Diagrams, including the Maps, Sections, &c., published by the 
Geological Survey. Information relating to the geological structure of 
the district will be found in the author’s “‘ Geology of the Weald” (Memoirs 
of the Geological Survey), 1875. Reference may also be made to a paper 
on the “Agricultural Geology of the Weald,” in “Journ. R. Agric. Soc.,” 
Ser. 2, vol, viii., p. 241, 1872, 
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ground water occur, and the quality of the water obtained, 
vary greatly in different parts of the county, and this variation 
of condition almost entirely depends upon geological structure. 

Speaking broadly, we may say that Sussex is divided mto 
seven nearly parallel east and west bands, each well marked off 
from the next by different geological characters. If we take 
these in order, going from south to north, we name them in the 
order of their geological age, the newest coming first :— 


1. Drift and Tertiary Beds of the Nature of the Soil. 
Coast, from Brighton west-} Various. 
wards si sat es 

2. Chalk ais ee ... Calcareous. 

3. Upper Greensand ... ... Calcareous and sandy. 

4. Gault ne oe ... Olayey. 

5. Lower Greensand ... ..» Mostly sandy. 

6. Weald Clay ss ee ws Olayey. 

7. Hastings Beds ene so. . Various, 


Partially covering up these strata in places there are small 
areas of old River Drift (gravels and loams); there are also 
the alluvial flats along the rivers, but none of these are of much 
importance in relation to the subjects to be now discussed. 
The Alluvium, &c., of Pevensey Level covers a large area, but 
this district contains only a small population. 

The central parts of the Weald, forming the north and 
north-eastern parts of Sussex, are thus formed of the oldest 
beds. The strata dip generally to the south, and therefore 
newer beds come on as we pass from north to south. This 
statement, however, is true in a wide and general sense only, 
especially for the Hastings Beds area. There are numerous 
variations from this rule due to rolls of the strata, forming what 
are known as anticlinal and synclinal folds, which, together with 
the faults (or actual breaks in the continuity of the strata), 
have an important bearing on the physical geography of the 
country, and also on the course of the underground water. 

Perhaps the hygienic aspects of geology could be best dis- 


cussed by grouping our remarks under three main heads :— 


Distribution of the population. 
Water-supply. 
Distribution of disease. 

So far, however, as surface water-supply is concerned the 
first and second necessarily go more or less together, as the 
primitive settlements of the country were almost invariably 
dependent upon the occurrence of springs (or of water at 
shallow depth) and dryness of soil. Water-supply in its modern 
sense, as dependent upon deep wells, involves geological ques- 
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tions of a more intricate nature, and many places in the Weald 
of Sussex, admirably situated for once obtaining a good surface 
supply for a small population, are badly situated for. obtaining a 
large supply from deep wells. The population of many villages 
is not increasing: even for those which have to some extent 
increased, the natural water-supply from springs, streams, and 
shallow wells would still suffice. But cesspools have hopelessly 
poisoned the wells and springs, and systematic sewerage has 
fouled the streams. No one well acquainted with the condition 
of rural England can doubt that a large part of the sanitary 
work of the present day is merely combating the evil effects of 
ill-considered sanitary measures in the past. 

In the area occupied by the Hastings Beds we find extremes 
of wet and dry soils. In the great majority of cases the 
villages stand upon sandy sites, but often near the outcrop of a 
clay-bed, which throws out water at its junction with the sand 
above, or which holds up water in shallow wells. 

The most important exception to this rule, of sandy sites in 
the Hastings Beds area, is the town of Battle, which owes its 
site to the great battle of Hastings. The English and Norman 
armies encamped on opposite heights : but the “battle was mainly 
fought on the clayey flats and slopes between these heights ; 
here the body of Harold was found, and here the Abbey was 
built, near which the town subsequently grew. 

When places stand upon Tunbridge Wells Sands, and require 
more water or better water than the surface-wells yield, it is 
generally necessary to sink through the Wadhurst Clay into 
the Ashdown Sands. When the outcrop of the Ashdown 
Sands is near this method is generally successful, but when the 
outcrop of the Sands is far off such wells occasionally fal. A 
noteworthy instance occurred at the Cuckfield Workhouse, 
where a boring was carried 119 feet through the Tunbridge 
Wells Sands, then 227 feet through Wadhurst Clay, and 104 
feet into Ashdown Sand, making 450 feet in all, without 
obtaining any supply. 

It rarely happens that very deep wells are successful in the 
Weald, the reason being that water in deep wells has gene- 
rally a long distance to travel underground from the outcrop 
of the water-bearing stratum to the well. In very porous 
strata (as the New Red Sandstone and much of the Lower 
Greensand) or in strata containing numerous fissures and 
divisional planes (as the chalk), this distance from the outcrop 
is not necessarily a serious obstacle; but in such fine-grained 
rock as those composing the Wealden Beds the case is different, 

The strata, besides, are divided by numerous bands of clay, 
and are often traversed by faults, so that underground water 
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does not travel far along the lines of stratification. Faults, 
however, often acts as conduits, and thus aid the passage of 
underground water. 

Hastings affords an excellent example of the difficulties which 
beset a town situated on the Wealden Beds, and also of good 
fortune in seeking for waters in those beds. 

The older wells are sunk in a valley just north of the town. 
It seems to have been by accident that this place was chosen, 
but it is an exceptionally good one. A fault, apparently, has 
some effect in concentrating the water here; and it is remark- 
able that several wells should be sunk in so small a distance, 
all yielding water, and no one apparently affecting any other. 
The wells sunk at Filsham for the town of Hastings, and at 
Silver Hill for the Rural Sanitary Authority are near faults, 
and this may account for the good supplies of water there 
obtained. 

Deep borings had been tried at and near Hastings, but with 
small success; the lower beds (Fairlight Clays) are alternations 
of clay and sandstones, and in no case have they yielded much 
water, except sometimes in their upper layers. Deep borings 
have been carried into these beds at Rye, and at Lydd on 
Romney Marsh, but both failed. 

Beneath the true Wealden strata there are some important 
beds of limestone (with shale and sandstone), which were 
formerly much worked near Brightling and north-west of 
Battle; these are now known as the Purbeck Beds. It is 
possible that some water may be obtained from these beds 
near their outcrop, which, however, is not extensive; but 
such water would be exceedingly hard. 

The sub-wealden boring traversed a great thickness of strata 
(1,700 feet) below the Purbeck Beds, and found no water in 
any of them. Deep borings in the Weald must Lae ie no 
longer be looked to as sources of supply. 

I have spoken of the assistance which faults sometimes give 
to the passage of underground water, and of the desirability of 
studying them when seeking for a supply. But one other point 
should also be borne in mind, and that is to sink if possible 
where the strata form a basin and not where they form an arch. 
In the former case the water drains towards the well, in the 
latter case the water tends to drain away, and even if found in 
sufficient quantity would not rise in the well. An underground 
basin does not necessarily coincide with a surface depression ; 
often it forms a hill, so that a low-lying site is not necessarily 
a good one. 

The water from the Wealden strata is generally of a low 
degree of temporary hardness; but it always contains sulphate 
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of lime, and then has some permanent hardness, but as a rule 
this is not excessive. A more frequent trouble is the ferru- 
ginous nature of the water. The iron is not often in sufficient 
quantity absolutely to prevent the use of the water for domestic 
purposes, but it is certainly objectionable—it stains the linen 
and blackens the tea. Of important wells thus affected, those 
at Bexhill and at the Hayward’s Heath Asylum may be men- 
tioned, but the trouble is largely lessened by simply aerating 
the water. 

The ferruginous water of Tunbridge Wells rises from the 

Tunbridge Wells Sand, the highest division of the Hastings 
Beds. This is the only mineral spring in Sussex which has 
retained its reputation, and this is probably due more to the 
beauty of the country than to the virtue of the waters. At 
the time when Tunbridge Wells water was most in favour, 
some other ferruginous springs came into note. St. Ann’s 
Well, at Furze Hill, near Brighton, is a case in point, although 
this rises from the Tertiary Beds overlying the Chalk. Adam’s 
Well, at Speldhurst, a little N.W. of Tunbridge Wells, was 
also a ferruginous spring of some celebrity, but its reputation 
only survived in curing mangy dogs. 
_ Geological maps show a wide stretch of Weald Clay between 
the Hastings Beds on the north and the Lower Greensand on 
the south; but in this there are thin subordinate beds of sand, 
on the outcroppings of which many villages and farms are built. 
These sand-beds give rise to small springs, and yield small 
supplies of water to wells. There are also some thin beds of 
hard limestone (Sussex marble) in the clay, which often yield 
water in wells; but this water is rarely of good quality. 

A more important bed near the bottom of the Weald Clay 
is the Horsham Stone and the sandy beds associated with it. 
This makes some light land of much better quality than the 
rest of the Weald Clay area. A great part of the Aylesbury 
Dairy Farm, at Stammerham, lies on the Horsham Stone. 
The springs on the farm are mostly out of the sand-beds; the 
wells are sunk into the clay and shale which come between the 
Horsham Stone and the Hastings Beds; water from the latter 
bursts up through the shale, and rises in the wells. 

The Lower Greensand occupies a considerable area in Sussex, 
and some important towns stand on it; amongst these Pul- 
borough, Midhurst, and Petworth. As a whole it is sandy, 
making a dry and porous soil; but there is a middle division 
(Sandgate Beds) in it consisting of a varying series of beds— 
clays, ironstone, and sand. ‘The water from the middle division 
is often impure, but good water can generally be obtained by 
sinking to the lower division, the Hythe Beds. Petersfield, 
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which lies just west of the county boundary, has recently been 
supplied in this way. The water so obtained in Sussex is gene- 
rally much softer than Chalk water; whilst water obtained 
from the Hythe Beds of Kent is hard, in consequence of the 
large amount of limestone which there occurs. 

The Lower Greensand has been looked to as a source of water 
supply from beneath the Chalk. The numerous instances in 
which attempts have been made to obtain such water under 
London are well known, as unfortunately is also the failure 
which has attended these attempts. A deep well sunk many 
years ago at Warren Farm, Brighton, was more successful, but 
the quantity of water so obtained was not large. 

A deep well was sunk many years ago at Chichester, but this 
only reached the Gault. 

The Gault forms a band of clay land between the Upper and 
Lower Greensands. It is mostly in pasture, and has a ver 
small population. Only one village in Sussex (Heyshot) stands 
on Gault; whilst one (Har dham) i is on Gault covered by gravel. 

Water on the Gault can only be obtained by sinking down 
to the Lower Greensand. This rarely fails to obtain a good 
supply of soft water, but a boring recently made at Firle has 
been less successful. The Lower Greensand is there very thin, 
and the sand is rather clayey, and the boring passes through 
this and into the Weald Clay without obtaining a supply of 
water.” 

The Upper Greensand forms a narrow band, cropping out 
under the South Downs. It is remarkable for the number of 
villages. which stand upon it; the original settlements having 
been determined by a very fertile and comparatively dry soil, 
_and by an abundance of water. Very powerful springs break 
out along the Upper Greensand terrace, sometimes at the base 
of the Upper Greensand, but sometimes a little above it, from 
the lower beds of the Chalk. Mr. Clement Reid, whois now re- 
examining the country for the Geological Survey, i is of opinion 
that many of the supposed Upper Gr eensand springs come from 
the Chalk, the Chalk water finding its way down through fis- 
sures into the Upper Greensand. The outcrop of this for mation 
is too narrow to account for all the water which it yields. 

I may here incidentally allude to a question of much interest, 
in which geological structure has had a striking influence, not 
only on the original settlements of the country, but also on the 
land-divisions which are now known as parishes. 


* My colleague, Mr. C. Reid, informs me that, since this Address was 
delivered, the tubes have been partially withdrawn and another attempt 
made to pump water from the thin bed of Lower Greensand, this time with 
more success. 
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The villages at the foot of the Downs, which generally stand 
on the Upper Greensand, belong to parishes which extend up 
the Downs to the South, and also extend over the Gault and 
more or less over the Lower Greensand area to the North. 
Where the Lower Greensand area is narrow, the parishes 
extend down the steep slope or escarpment of the Lower 
Greensand into the Weald; but where the Lower Greensand 
is wide, there are other villages whose parishes are wholly on 
that formation. 

Near the edge of the Lower Greensand there are other 
villages, but the parishes belonging to these extend down the 
escarpment of the Lower Greensand into the Weald. The 
escarpment of the Chalk and of the Lower Greensand thus have 
quite opposite characters as regards the parishes in which they 
are contained. The Chalk escarpment belongs to villages lying 
below (or to the north of) it; the Lower Greensand escarpment 
belongs to villages lying above (or to the south of) it. 

The Chalk escarpment around the Weald is divided into 125 
parishes, 119 of which belong to the villages situated below 
the escarpment. Of the six exceptions to the rule only one 
(Piecombe) occurs in Sussex. The exceptions to the rule as 
to the Lower Greensand escarpment around the Weald are 
more numerous—15 out of a total of 103. From these and 
from many other facts, which it would be out of place here to 
discuss, it is inferred that the oldest settlements in the S.E. of 
England were beneath the Downs, along the coast, and in the 
wider valleys between the coast and the Downs.* 

Brighton and the Sussex towns to the west of it give inte- 
resting examples of excellent water supply from shallow wells 
on the old plan of water supply, and also from deeper wells on 
the new plan. 

The superficial deposits which occupy the plain between the 
Downs and the sea from Brighton westwards, yield water in 
shallow wells; but this is insufficient for a general supply, and 
moreover is now generally fouled where population is thick. 
But beneath these superficial deposits and the Tertiary Beds 
which underlie them, there is the Chalk, a great reservoir of 
underground water. No town in England has taken fuller 
advantage than Brighton of geological conditions as affecting its 
- water supply. The system adopted has been fully discussed by 


* I have discussed this question more fully in a paper read before the 
British Association at Brighton in 1872, and subsequently published in the 
Journal of the Anthropological Institute, Vol. iii, p. 32, 1873; also in the 
Geology of the Weald (Memoirs of the Geological Survey, p. 3896, 1875). Mr. 
F, E, Sawyer has also investigated the early settlements of the country in a 
paper published in the Archeeological Journal, Vol. xli., page 35, 1884. 
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Mr. E. Easton on previous occasions, and by Mr. Alderman 
Hallett at this meeting. Water is constantly flowing through 
the Chalk along numerous lines of fissure, large and small, and 
in part along the lines of flint. This water finds its way out to 
sea in great quantities at and near low-water mark. Durin 
the construction of the Brighton Intercepting Sewer, 15,000,000 
gallons of water were pumped every twenty-four hours. Often 
marine vegetation cannot grow because of the amount of fresh 
water coming out of the Chalk, and farmers frequently take 
their cattle to the shore in the time of drought. 

The object of waterworks is to intercept some of this water, 
and this is best done by sinking wells to about low-water mark 
and then driving galleries to intercept the lines of fissure. The 
flow of underground water in the Chalk has been well studied 
by Mr. Baldwin Latham, near Croydon, and he has shown that 
its flow can be mapped out into a system of underground lines 
which do not always coincide with surface-valleys. Sometimes, 
indeed, the underground flow passes under a surface-hill from 
one valley to another. This, perhaps, will be found to be the 
case with the southern Chalk area when its water system is 
more fully mapped out. There seems, however, to be an 
important underground flow at Goldstone Bottom, which has 
made a curious surface-depression, the bottom of which is some 
30 feet below the lowest point of the surrounding rim; this is 
probably due to the dissolving action of the underground 
water.” , 

At the Newhaven Water Works (East Blatchington) a well 
is sunk, 179 feet, to Ordnance Datum; galleries are driven in 
four directions which find some water in a bed of flints; there 
is also a bore hole 145 feet below one of the galleries which 
yields water. Worthing, Littlehampton, and Bognor all obtain 
their water from wells sunk into the Chalk, supplemented by 
bore-holes below sea-level. 

Some interest attaches to the water supply of the shingle 
flats of Langley Point and Dungeness, for wells are sunk into 
the shingle within fifty yards of the shore, and obtain a fair 
supply of fresh water. This water rises and falls with the 
tide, and in very dry weather it may sometimes be slightly 
brackish. The rain falling on the shingle immediately runs 
through it, and is held up by the silty alluvium beneath. In 
Selsea Peninsula water is also obtained from shingle underlying 
brick earth and loam; but this is from an older shingle lying 
above the level of the modern beaches. 


* W. Whitaker, On the Waterworks at Goldstone Bottom, Brighton. 
Geological Magazine, 1886, p, 159, 


W. TOPLEY, ae 293 


Distribution of Diseases. —Dr. Buchanan’s researches into the 
geological distribution of consumption in the south-east of 
England must be well known to all present; it is therefore 
unnecessary to devote much attention to this most interesting 
question. He found that the great predisposing cause was 
dampness of soil, and that consumption prevailed im any dis- 
trict in proportion to the amount of damp and clayey soil which 
there existed.* This was the only conclusion which fitted in 
with the facts, and with few exceptions it fitted remarkably 
well. But there were some districts to which the general 
conclusions seemed to apply with less directness than else- 
where, and amongst these somewhat anomalous areas were 
some of the West Sussex districts. 

An enquiry such as that undertaken by Dr. Buchanan can 
only be founded on published statistics relating to registration 
districts and sub-districts; but as these generally include great 
varieties of soil and feature, the investigation is beset with 
difficulties. Medical officers of large districts have excellent 
opportunities of studying this question, as all requisite details 
are at their command. 

Dr. C. Kelly, the medical officer for West Sussex, has fortu- 

nately greatly interested himself in questions of this nature, 
and a large amount of important information upon the geo- 
graphical and geological distribution of disease is to be found 
in his annual reports. Dr. Kelly states that in West Sussex 
dampness of soil does not alone explain the prevalence of con- 
sumption in certain districts; but that, if to dampness of soil 
we add exposure and bleakness of situation, there is a more 
_ general agreement. : 
Dr. Kelly finds that in West Sussex the mortality from 
_phthisis and from all causes is very nearly the same in each 
variety of soil, but that the mortality from diphtheria and from 
lung disease varies considerably, being much higher in wet and 
retentive soils than in dry and pervious soils. 

The decreasing death-rate from consumption is an important 
fact. In a very small degree this is perhaps due to a more 
correct terminology of disease; but as the death-rate from lung 
disease shows only a slight increase, this can only account for a 
very small part of the improved consumption rate. It is pro- 


* “On the Distribution of Phthisis as affected by Dampness of Soil,” 
Appendix 5, to 10th Report Medical Officer of the Privy Council (for 1867). The 
geological information for this report was supplied by the Geological Survey. 
The special geological points involved in the inquiry were also discussed by 
Mr. W. Whitaker, in a paper “On the Connection of the Geological Structure 
and the Physical Features of the South-East of England with the Consumptive 
Death-rate,” “ Geol. Magazine,” 1869, p, 500. 
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bably in part due to improved drainage and to the removal of 
subsoil water from near the houses; but agricultural drainage 
~ generally must also be credited with a large part of this im- 
provement. Boggy area is drained; the water is carried off the 
surface of the land more quickly than in former times, and the 
air is therefore less damp. 

Dr. Kelly brings out most clearly the prevalence of Diph- 
theria upon damp. soils, especially upon the Weald Clay. An 
intensifying cause may be found in the fact that the population 
is sparse and scattered; the children having long distances to 
go to school, over roads prhich are very wet and muddy in wet 
weather. 

Much has been written upon the distribution of Goitre, and 
most writers endeavour to show some striking relation between 
its distribution and certain geological conditions in districts 
where it prevails. Many of the results are curiously contra- 
dictory. The favourite idea formerly was that it prevailed in 
limestone districts; if so, surely all chalk areas ought to be 
subjected to it, and also all towns deriving their water supply 
from chalk wells. Another suggestion, equally groundless, is 
‘that goitre is due to water containing magnesian carbonate. 
There is more to be said for the view that goitre prevails where 
limestone rocks are more or less impregnated with metallic 
sulphides, especially iron and copper sulphides; although it is 
very doubtful if even this explains all the facts. 

McLelland showed in 1861 that limestone areas containing 
metallic ores, &c., are liable to goitre; and St. Lager* discussed 
the matter more fully in 1867, showing that the presence of 
iron sulphides in any rock or soil was a predisposing cause. 
Prof. G. A. Lebourt has more recently discussed the geological 
distribution of goitre, and has adopted Dr. St. Lager’s con- 
clusions. 

There is no doubt, however, that much more information 
than we at present possess must be collected before any safe 
conclusions can be drawn as to the influence of geological con- 
ditions (if any) upon the distribution of goitre. Certainly if 
ferruginous water be a predisposing cause, goitre ought to be 
very generally distributed through the Weald. Fortunately 
we have in Sussex an opportunity of fairly testing this theory. 
The water-supply for the County Lunatic ‘Asylum : at Hayward’s 


Heath has been a constant source of trouble in consequence of 


* “Ktudes sur les Causes du Cretinism et du Goitre endémique.” Paris, 
1867. (Noticed in Med. and Chir. Rev., July, 1868.) 

t On the geological distribution of Endemic Goitre in England. Newcastle 
Meeting of Medical Associatian, 1881. 
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its ferruginous character. The water comes from a well boring 
210 feet deep; at seventy-one feet from the surface there is a 
band of iron pyrites, which is probably the main source of the 
iron. Of late years this iron has been largely removed by 
aeration, but there is still some in the water. 

If constantly drinking ferruginous water derived from sul- 
phides is a cause of goitre, we ought to expect some development 
of the disease in the case of those who have been long in the 
Asylum. Dr. Saunders informs me that of’ the 820 patients 
now there, 283 have been there for ten years and more, whilst 
100 have been there over twenty years. There are amongst 
the 820 patients six cases of well marked goitre, and five more 
of slight thyroid enlargements; but in all these cases the 
symptoms were present before admission. 

It is much to be desired that this question could be ex- 
haustively studied. It can only be done by medical men in 
actual practice, or at any rate it is they who must supply. the 
data. The Wealden district is a very favourable field for this 
investigation, and I would venture to commend it to the notice 
of the profession in Sussex, as one that might well be worked 
up for the International Congress of Hygiene which is to meet 
next year in London. [ shall be very glad to render such 
assistance as is In my power in supplying the geological informa- 
tion required. 


Mr. WooprurF (Brighton) moved a vote of thanks to Mr. Topley 
for his valuable paper. The geological formation of Sussex was 
always interesting, and Mr. Topley had increased it by presenting it 
in a fresh manner. Sources of water supply, the distribution of 
disease, indeed all the points raised by him might be studied with 
ereat advantage. 


Dr, Tatuam (Manchester) formally seconded. 


Sir Tuomas Crawrorp (London), in putting the vote of thanks 
to the Section, pointed out the importance of studying these 
geological questions from a Sanitary point of view. 


The yote of thanks was unanimously carried. 
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On “The Climate of Brighton,” by FREDERICK ERNest 
SawYEr, F.S.A. 


For about a century and a half Brighton, ever increasing, has 
flourished as a “health resort,” and it is therefore important, in 
considering the various branches of its Sanitary history, not to 
omit reference to its Climate, to which, coupled with Sea-Bath- 
ing, its proud position as “the Queen of Watering-places”’ is 
due. Emperors, Kings, and Princes, too numerous to mention, 
have enjoyed the benefits of its pure air; whilst poets, novelists, 
and authors, have spread its praises abroad. 

Sydney Smith observed that “ Brighton was a place of which 
all rich and. rational people 1 in the metropolis should take small 
. doses from time to time.” Thackeray (a constant visitor) had 
doubtless heard of this dictum, which ‘he expands in The 
Newcomes into the oft-quoted passage—“It is the fashion to 
run down George IV.; but what myriads of Londoners ought 
to thank him for inventing Brighton! One of the best 
physicians our city has ever known is kind, cheerful, merry 
Doctor Brighton ;” whilst Mr. G. A. Sala, ae may a be 
claimed as a native, says—“From my fidelity to Brighton I 
will never swerve; it is to me the place par ewcellence in 
which to get well and keep well; but after Brighton give 
me Ajaccio.” 

Much has been written about the climate of Brighton, and 
medical works containing few (if any) meteorological statistics, 
have produced many rash assertions on the subject. One of 
the most peculiar is that of Dr. A. L. Wigan, entitled “ Brighton 
and its Three Climates,” nearly a third of which is devoted to a 
treatise on the necessity of paying a doctor his proper fees, and 
obeying his orders. His statements respecting the climate are 
unsupported by any meteorological tables, and some are gross 
exaggerations, such as, “ You pass from a calm air [under the 
cliff} at 55 or 60 degrees, to a keen wind at 35 or 40, which 
from its rapidity, produces the effect of a frost.” Such extra- 
ordinary differences in temperature have never been recorded by 
any observer. The fact 1s Dr. Wigan, as many persons do, 
confused temperature with wind and humidity. Air in motion 
produces evaporation from the surface of the skin, and conse- 
quently an apparent sensation of cold, when there may be no 
actual difference in the temperature from that on a calm day or 
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in a more sheltered spot. The “Three Climates” may therefore | 
be relegated to the limbo of myth, and we can commence our 
subject by a consideration of the physical geography of the town. 


PHYSICAL GEOGRAPHY. 


The chief feature in the formation of the Downs on which 
Brighton is built, is the central Y shaped valley which separates 
the meteorological districts of the town. At the junction of the 
arms of the ¥ valley, rises up gradually Hollingbury Hill, which 
is 500 feet above sea level, whilst the road round St. Peter’s 
Church is only 48 feet above the sea. On the east of the valley 
the Downs rise suddenly, reaching at the Workhouse a height of 
300 feet sloping off rapidly to 80 feet on the Marine Parade, and 
affording to the houses on the Kastern cliff almost complete 
shelter from the north and north east winds. On the west. of 
the valley the hills are not so high, but reach, in Clifton Terrace 
and Buckingham Place, 200 feet in height; from these spots 
the ground gradually slopes off to the west, forming a large and 
moderately fertile plain, which continues through Shoreham, 
Worthing, and Chichester on to Portsmouth. Over this plain 
the mists and rain clouds pass, and meeting the long line of 
watershed formed by the-Downs, deposit their moisture in the 
Weald of Sussex, and greatly increase its fertility, which 
enriched with the rain, and protected from storms by the Downs, 
is thus able to produce large forests of trees which do not grow 
on the more exposed hills round Brighton. 

Of the two arms of the Y valley, the western one spreads 
out through Preston and Patcham, and ends in the Downs at 
Clayton, whilst the eastern one goes through Falmer to Lewes, 
opening out into the Weald, and is from its course the path of 
the south-west gales and storms of rain. It is a source of 
surprise to some visitors to the town that there is no river or 
stream running down the central valley, and that there is none 
within at least five miles of the town; but this is occasioned by 
the porous character of the chalk, which prevents the water 
from collecting, as may be seen on the Downs, where, in order 
to get over this difficulty, the ponds dug to collect the rain are 
coated with clay (or pugged, as it is termed locally) to prevent 
the water from soaking through the chalk. If a heavy fall of 
rain occurs the streets will be found dry within half an hour 
after it ceases. 'The absence of a tidal river or harbour, of course 
adds greatly to the health of the town, there being no muddy . 
banks to emit unpleasant odours and cause disease. From the 
Domesday Survey and various ancient records we learn that 
there was formerly a small river known as the Wellsbourne, 
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which flowed down the Patcham valley and entered the sea at 
Pool valley, which forms the remains of the ancient harbour of 
the town. Eight hundred: years ago the whole central valley 
was a shallow lake, known as the Wellsmere, and from Brighton 
to Lewes the country was much like the Upper Engadine is now 
—the valleys occupied with little lakes (cf. Stanmere, Falemere, 
Burgemere). 
Barren HILLs. 


The absence of trees at Brighton has been to some a subject 
of complaint, whilst others consider it an advantage. The sea- 
salt in the wind is unfavourable to vegetation—the Huonymus, 
however, flourishes; but trees are generally stunted. Dr. 
Johnson, who several times visited Mrs. Thrale at her house in 
West Street (now the site of the Concert Hall), detested the 
Downs, and observed that “it was a country so truly desolate, 
that if one had a mind to hang one’s self for desperation at being 
obliged to live there, it would be difficult to find a tree on 
which to fasten the rope.” An old alliterative proverb refers 
to Brighton as “a Town without Trees, and a Sea without 
Ships.” Peter Pindar, again, writing in 1802 in praise of 
Margate, says :— 

‘“‘ What’s Brighton, when to thee compared ? Poor thing! 
Whose barren hills in mist for ever weep.” 


This is, however, a libel, for the town is very free from mist, 
as I shewed in an elaborate table published in the Daily 
Telegraph of Oct. 1888.* ‘Trees have now been planted by the 
Corporation in many thoroughfares ; but there is no doubt that 
the general absence of decaying vegetable matter has conduced 
to the health of the town. 


TEMPERATURE. 


The proximity of Brighton to the sea affects the climate in 
three ways :— 


1. By reducing the mean daily range of temperature. 

2. By raising the temperature in the winter months. 

3. By lowering the temperature in the summer months. 

The appendix to this paper contains a summary of the writer’s 
meteorological observations for more than twenty years, being 
taken from an article contributed to Mr. D. B. Friend’s 
Brighton Almanack for 1890, to which reference must be made 
for complete meteorological tables. From Table I. it will be seen 
that the mean daily range of temperature yearly was 11°8 deg. ; 
being 15°9 deg. in June, diminishing to 7-7 deg. in January. 
These daily ranges are of course small compared with those of 


* This Table is given on page 256. 
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inland places. The lowest temperature was 11:4 deg. on January 
22nd, 1881 (the time of “the great snow-storm’”). On the 
15th of that month the min. temp. was 15°5 deg.; on the 17th, 
16:7 deg.; and the 20th, 17:3 deg. With the exception of these 
four days no lower temperature than 18 deg. was recorded, viz., 
in December, 1870 (the winter of the Franco-Prussian War). 
This clearly shews the influence of the sea, as in the interior of 
the country we find the temperature fell below zero at many 
places. Fashion has, perhaps, somewhat empirically, fixed the 
Brighton season for the period from the end of September to 
the middle of December; and it is a curious fact that it is then 
that the advantages of Brighton are most apparent, the chills of 
autumn being avoided, and mean temperature in excess of that 
at Greenwich, as will be seen by the following table :-— 


Mzran Montuity TEMPERATURE. 
(arithmetical mean daily max. and min. temperatures.) 
BRIGHTON, GREENWICH. 


Deg: eg. 

DPOMECMIDER  caisseanacdvencweredocase 58-0 56°6 
ROSE ican oak wealonnesentiias 50:4 4.9+5 
INO VETO GIS ics So iaidaioee Ses cece se 43°83 42°4 
Meatie.3 consitiss Fos 50:7 49°5 


The mitigating influence of the sea on the heat of summer is 
apparent, for we find that the temperature has not risen above 
90 deg. ‘The highest in my own register during twenty-three 
years, being 86° 7 deg. on J uly 17th, 1868. During the summer 
months the well-known phenomena of the land and sea breezes 
are particularly noticeable at Brighton, the most marked being 
the easterly. The land breeze N.E. or E. blows until from 10 
to 11 a.m., and a morning will open very sultry and oppressive 
until the cool sea breeze sets in. This lasts until sunset, or 
sometimes until midnight, when the land breezes begin again. 
A cool and comfortable day is thus enjoyed, even in the height 
of summer. When these breezes are westerly, the land breeze 
is from N.W. or W., and the sea breeze from the §.W. or S., 
occasionally §.E. Sometimes the land breeze begins in N.E., 
is followed by S. or S.W. sea breeze and then a N.W. or N. 
land breeze again, or the reverse way, but this is not often. 

The mean temperature of the year (arithmetical mean daily 
max. and min. temperatures) is 49-8 deg., the monthly means 
ranging from 63 deg. in July to 88:8 deg. in January. The 
warmest month in the last twenty-three years was July, 1868, 
with a mean of 66°8 deg., and the coldest January, 1881, with 
33°2 deg. 
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WIND. 


The climate of Brighton has been classed amongst the bracing, 
but this must be from the fact that its pure air is almost always 
in. motion rather from any lowness of temperature, which, as 
already seen, is not experienced here. In a “ Book of Nonsense” 
(I think by Mr. C. H. Ross) I once read that— 

“ There was a young lady of Niton, 
Who went for a visit to Brighton ; 
But when she got there, so keen was the air, 
She shivered, and went back to Niton.” 

Our visitors, however, do not shiver and leave the town, belt 
find it a pleasure to return again and again, as I trust will be 
the case with the members of The Sanitary Institute. 

From September, 1872, to December, 1874, the velocity of the 
wind was recorded by me with a Robinson’s anemometer, erected 
at the Chain Pier-head, Brighton; and from the observations 
of twenty-seven months it appears that the mean horizontal 
distance travelled by the wind daily during that period was 329 
tiles, or nearly 14 miles an hour, so that there is no lack of 
fresh air. 


RAINFALL. 

The mean annual rainfall of twenty years was 28°35 inches ; 
and as will be seen by Table ILI., the most rainy month - 
November, with a total of 3°40 ice and the driest, March, 
with 1°67 cipher The greatest fall i ia twenty-four re was 
1:99 inches, on June 22nd, 1876, being the largest recorded by 


any observer in Brighton. It is somewhat remarkable that no_ 


heavier fall of rain has occurred, but it may be due to the fact 
that the town is very free from thunderstorms and that there is 
no river-bed up which a storm can travel. Thunderstorms have 
often been observed approaching the town from the sea, and 
then either dividing into two parts and proceeding up the 
channels of the Ouse and Adur (the two neighbouring rivers), 
or else passing undivided along one of them. In either case 
Brighton only experiences the edge of the storm. 


Sea Barurne. 


It seems wrong to conclude a paper on the climate of Brighton 
without briefly drawing attention to the important matter of 
sea-bathing, to which the town first owed its popularity. It 
must be confessed that this is now sadly neglected. We find 
‘people going abroad at ereat expense to try foreign baths, when 
a course of salt-water baths here would be found of great benefit, 
particularly in strengthening and bracing the teas of dclieats 
children and women. Formerly, it seems that people were not 
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so much afraid of the sea as at present, for we read of Dr. 
Johnson bathing here in October, 1776, a month when sea 
bathing has now usually ceased. His friend Mrs. Thrale 
invited him here expressly for the bathing, and the attendant on 
seeing Johnson swim, said “ Why, Sir, you must have been a 
stout-hearted gentleman forty years ago!” Later on we find 
the gossiping F anny see bathing in N ovember, and writing 
thus in her “ Diary” : 


“ Wednesday, November 20th [1782]—Mrs. and the three Miss 
Thrales and myself all arose at six o’clock in the morning, and ‘by. 
the pale blink of the moon’ we went to the sea-side, where we had 
bespoke the bathing-women to be ready for us, and into the ocean we 
plunged. It was cold but pleasant. I have bathed so often as to 
lose my dread of the operation, which now gives me nothing but 
animation and vigour. We then returned home, and dressed by 
candle-light, and, as soon as we could get Dr. Johnson ready, we set 
out upon our journey in a coach and chaise and arrived in Argyle 
Street at dinner time.” 


It is a matter of great surprise to me that the Corporation do 
nothing to encourage sea-bathing, and do not provide for the 
poorer classes any sheltered baths to be used in stormy or 
inclement weather, or indeed any form of salt water baths. 

We have an excellent Chalybeate spring now known as St. 
Ann’s Well, containing (as [ learn from several medical works) 
one of the most powerful iron waters in England, and I am 
assured by medical friends that four persons out of every five 
would enjoy better health by taking small doses of iron regularly 
as a tonic. In conclusion, therefore, I cannot do better than 
advise strangers to invigorate themselves with our pure fresh 
air, and to strengthen themselves by sea-bathing and a course 
of these iron waters. 


APPENDIX. 


SUMMARY OF OBSERVATIONS MADE AT Nos. 55 anp 31 
BUCKINGHAM PLACE, BRIGHTON. 


The observations were made in latitude 50° 49’ 56” N. and 
longitude 0° 9’ 13” W. The instruments used being verified 
standards chiefly by Negretti and Zambra and Casella. They 
were 206 feet above the mean sea level as calculated by the 
Ordnance Survey Officers. The air thermometers were exposed 
on an open modified Glaisher stand with a N.W. aspect. The 
readings of the maximum and minimum thermometers were 
taken, respectively at 9 am. and 10 p.m. daily until December 
dlst, 1876, and after that date both at 10 p.m. until September 
30th, 1886, when they were taken at 9 a.m. daily. The rain- 
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guage had a 5-inch funnel, and was, until the middle of 1874, 
placed one foot above the ground, and then on a post five feet 
above the ground to obtain better exposure. It is considered, 
however, that all the observations are equally compar able. 
Rainy days are those on which ‘V1 of an inch or more of rain, 
snow, or hail fell. The mean degree of humidity is calculated 
(by Glaisher’s Hygrometrical Tables) from the difference 
between the dry and wet bulk thermometers. It represents the 
percentage of moisture the air contains. 


TasLe I.—Air JT. emperature in the Shade. 
(21 Years—1868 to 1888.) 


Mean | Mean | Mean g 
Months. | Max. Date. Min, Date. Range. | Daily | Daily | Daily 3 
Max. Min. |Range.| & 





Deg. Deg. | Deg. Deg. Deg. De 
































gs. | Deg. 
January ...| 54:7 19, 1877 114 22° Assi 43°3 42°6 34°9 afl 38°38 
February ...| 56°7 27, 1868 20°5 12, 1870 36°2 44:5 36°2 8:3 40°3 
March ......| 61°4 a0, se 22°8 11, 1874 38°6 473 36°2 iileil 41-8 
INOW segpooog 715 28, 1869 Q7 21, 1881 44-5 54:2 40°6 13°6 47°3 
MV veaccese 785 27, 1868 31 8, 1879 47°5 60°3 45:1 15:2 52:7 
JUIN Meceeeeee 798 16, 1870 38 4, 1871 41°8 67:1 51-2 15°9 591 
July 2isscesws 86:7 17, 1868 49°6 16, 1883 441 | 70°5 55°4 151 63 
August ...... 84°5 17, 1876 43°3 23, 1885 41:2 69°5 55'3 14:2 62°4 
September ..| 77:2 7, 1868 34 27, 1885 43°2 64:3 51°8 12°5 58 
October......| 72°0 8, 1869 27 28, 1869 45-0 55'8 44'9 10°9 50°4 
November ..| 60:4 14, 1876 24°6 30, 1879 35°8 48:3 39°5 88 43'8 
December ...| 56°4 1, 1876 18 23, 1870 38°4 43°6 35°6 8:0 39°6 
Results ...... 867 July 17,1868) 11:4 Jan. 22,1881) 75:3 | 55:7 | 43:9 | 11°8 49°83 
* Also 24th and 30th. 
Tas_eE II. 
BAROMETRICAL PRESSURE (14 Years—1872 to 1885. Corrected and Mean degree 
Reduced to 32 degrees at Sea-Level. of humidity, 
: 9am. Satu- 
ration = 
Months. Highest. Date. | Lowest. Date. Range. oe 100 per cent. 
| Inches, Inches. Inches. | Inches. 
JANUATY + 000000. 30°983 1882 28°514 1872 2°469 30°058 91 
February ...... 30°868 1883 28°902 1873 1:966 29°968 91 
Miamehy ‘csccsece » 30°741 wo iskete: 28°437 1876 2°304 29-974. 82 
Avil iotocscsbese 30°635 1883 28-981 1879 1654 29-890 76 
Main eaececsceae's 30°645 1881 29:144 1885* 1501 30°001 72 
SMG: Teescosccse 30°504 1874 29°487 1881 1:017 29°992 73 
DULY aaaccessevcse 30°471 1882 29°206 1877 1:265 29°991 73 
INTIS USGL acacsewes 30°490 1874 29159 1876 1311 29°966 74 
September ...] 30°523 1873 28°867 1883 1°656 29°97L 81 
OCtODEY «00600 30°644. 1877 . 28°885 1880 1:759 29-924 85 
November...... 30°656 1879 28°618 1880 2°038 29-924 88 
December...... 30°818 1879 28°515 1876 2°303 29:977 90 
; Jan. 18, ane Mar. 12 ; ‘ 
Results .........| 80°983 1882 28°437 1876 | 2°546 29:970 81 








* On May 18th, 1886, the reading at 9 a.m. was 29°101. 
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Tasie III. 
RAIN. MINIMUM TEMPERATURE ON GRASS. 
(20 Years—1869 to 1888. (1870 to 1885—16 Years.) 

Mean. 

Months. Mean | “reat- Mean No. of 

est fall No. of Nights 

a in 24 Date. Rainy Mean. | Lowest. Date. at OF 

*.)) hours: | Days. below 

, 32 deg. 

Inches. | Inches. Deg. Deg. 
JANUBTY ccessesse 272 1:09 10, 1877 16 31-7 87 22, 1881 17 
February ....... 2:13 1:02 26, 1874 15 33°0 18°8 24, 1875 13 
MaROWM Eases stsces 1:67 0:75 11, 1885 13 33:1 155 14, 1870 14 
ADT saceacsucsees 1°68 0:94 16, 1871 12 36°9 22°5 25, 1875 6 
Waa Seesesecestoece 1:72 DAI 28, 1878 11 41°3 26°0 3, 1877 3 
SUMO W seer ecceccer ees 2:00 199 22, 1876 11 48°2 34°3 17, 1883 = 
WRUEB YEW ccecittces os 1:88 1°52 14, 1875 wy 51:7 387 16, 1883 —_ 
ATU SUS ET ees dvccces 2°33 1:23 19, 1879 12 51:3 39:0 24, 1887* — 
September ...... 2°80 1°54 3, 1884. 13 47°4 268 23, 1872 a 
October............ 3°30 1:27 22, 1870 16 40°7 21°6 31, 1873 3 
November ...... 3°40 1:41 18, 1880 17 84:5 21°8 19, 1871 12 
December ...... 2°72 1:06 13, 1570 15 312 11:3 27, 1870 17 
; : June 22 : f Jan. 22, 

Results of Year.| 28°35 | US 1876.” 163 | 401 | 87 1881. 85 
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* Also August 19th, 1885. 
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Mr. Batpwry Larxam (London) said that he did not know 
any one in the county who had done more valuable work in 
meteorological research than Mr. Sawyer. Few people knew the 
great value of a thorough pursuit of meteorological study. It was 
extremely important to the Sanitarian, and Mr. Saywer’s observations, 
it was interesting to know, appeared in the Registrar-General’s 
returns, and in the Annual Summary. Brighton, in fact, was one of 
the very few towns in the Registrar-General’s returns, from which 
observations were not absent. Therefore Brighton set a good example, 
which he trusted other towns would follow, so that they might have 
a record of the observations in all the large towns. . There could be 
no doubt whatever that the study of meteorology threw great light 
on the causes of unhealthy years; those years, in which there was a 
more free movement of the air, were found to be the most healthy. 
He also suggested that a survey should be taken of the level and 
movements of underground water. 


Mr. W. Wuire (London) asked why, in so many towns which 
excelled as sanitary resorts, there was so little attempt to soften the 
water ? 


Alderman Dr. Ewart (Brighton) replied that the question of 
softening the water had been most carefully considered by the Town 
Council. Proposals had been made to soften it, as it issued from the 
chalk at Goldstone Bolton. But when the question was carefully 
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gone into, it was found that the water was not sufficiently hard to 
justify the town in undertaking the consequent expense. Nor did 
they care to undertake the risk of having their water supply contami- 
nated at the fountain head, which the establishment of such works 
might involve. But the real fact of the matter was, that putting this 
question aside, the water of Brighton was not sufficiently hard to 
demand any such procedure. In cases of rheumatism, gout, dyspepsia, 
hard water, he admitted, would be more or less injurious. But then 
they had by Clark’s process a means by which every householder could 
soften his own supply. As invalids in Brighton were the exception 
to the rule, he thought that it would be absurd to soften the water of 
a great community for the sake of those who were in a very small 
minority, and who could gain the end they wanted for themselves 
with very little difficulty. As showing the wholesomeness of Brighton 
water, he said they would not in all England find a healthier 
community of children than in Brighton. 


Sir Tuomas. Crawrorp (London) said that all who had seen the 
magnificent waterworks possessed by Brighton, must be convinced of 
the admirable arrangements made by the Brighton authorities for 
securing the purity of their water supply, and the best arrangements 
for its distribution. He had personal experience of the hard water at 
Blackheath, as supplied by the Kent waterworks. It was very much 
harder than the water supply of Brighton, but there was one thing to 
be specially noted, and that was the healthiness of the Blackheath 
children. He did not think that a little chalk in the water was by any 
means a bad thing, nor did he believe that Brighton would be doing 
wisely by attempting to soften its water. Proceeding, he mentioned 
for example Dublin, which was perhaps the unhealthiest town in the 


United Kingdom, to show that a pure and soft water supply was not 


the only feature necessary to secure health. 


As the discussion had taken an unexpected turn with regard to the 
softening of water, the Prustpmnt of the Section suggested that Mr. 
Baldwin Latham, a great authority on the subject, might like to add 
to his previous remarks. 


Mr. Batpwin Lataam (London) accordingly availed himself of 
the opportunity to say that as far as the purposes of washing were 
concerned, it was desirable to soften the water. It was a fact, 
however, that the healthiest districts were those where the water 
supply was hardest, whilst it was only extremely soft water that 
produced lead poisoning. With reference to the Kent Waterworks 
Company, they had studied this question. The first thing they did 
was to buy a waterworks having a softening process in full operation. 
Very soon, however, they abandoned this process and delivered the 
water in its natural state, thus adding their testimony to the many 
difficulties there were in softening water on a large scale. In his own 
house he boiled all the water, put it in the open air to cool, and then 
filtered it, with the result that as far as the taste was concerned, no 
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difference could be detected from the water in its original state, in 
point of fact, however, the process of boiling the water was the means 
of removing its hardness. Chalk water, he added in conclusion, was 
an admirable water, and all districts supplied by it were undoubtedly 
healthy. 


Mr. G. J. Symons (London), referring to the meteorological 
observations conducted by the Medical Officer of Health for Brighton, 
observed that‘though the rain gauge and the thermometer might not 
be considered artistic apparatus, he should like to see them occupying 
better positions on the Old Steine, and not half hidden as they were 
by trees. He further suggested. that, as the temperature of the Old 
Steine did not truly represent the precise temperature all over 
Brighton, it would be valuable and interesting for similar instruments 
to be placed, say, near the Hove sea wall, and near the Madeira Road. 
Why, the very fact of there being a Madeira Road—a sheltered drive 
by the sea—was itself evidence that the temperature there was 
considered higher than at many points elsewhere in Brighton. He 
was sorry that Mr. Sawyer’s table on the mists in Brighton had been 
published in the Daily Telegraph, and not in the proceedings of any 
Society where it would be accessible.* 


Dr. Ewart (Brighton) explained that this table had been prepared 
in compliance with a request from the Corporation, when it was — 
thought that: the New Wimbledon would be at Brighton. He, 
however, suggested that it should be added to Mr. Sawyer’s present 
paper, so as to be preserved in the Transactions of The Sanitary 
Institute. 


As Mr. Sawyer, owing to indisposition was not present, there was 
no formal reply, nor did Mr. Symons, who undertook the introduction 
of the paper, think that there were any points which required 
explanation. A cordial vote of thanks was passed to Mr. Sawyer for 
his communication. 7 | 





On “Lead Poisoning by Soft Water-supplies,” by Professor 
| Percy F. FrRankuanpn, Ph.D., B.Sc. (Lond.), Assoc. Roy. 
School of Mines, F.C.S., F.LC. 


THE subject of lead-poisoning is one which has, during the past 
few years, been again very prominently before the public, in 
consequence of several notable cases of such poisoning having 
taken place in different parts of the country. 

Indeed it is, perhaps, one of the most remarkable features of 


* This Table is given on page 256, 
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this subject that, although the sources of water-supply remain 
unchanged for long periods of time, still the mischief in question 
is often lost sight of for a number of years, and then again 
makes its appearance almost after the fashion of an epidemic. 
This periodical publicity is no doubt to a certain extent a 
matter of accident; but it is also unquestionable that one and 
the same water-supply may have the power of acting upon lead 
at one time, and become inactive at another. 

If we enquire into the cause of this activity, we find that 
opinion at the present day is even more divided than. in the 
past; according to some authorities it is due to the presence of 
acidity in the water, according to others the cause is to be 
sought in an insufficiency of dissolved silica, whilst others again 
see, in the absence of a certain proportion. of dissolved carbonic 
acid, the secret of the lead-dissolving power. 

Time does not permit me here to enter into the evidence 
upon which these theories are severally based, but their mere 
enumeration must be sufficient to show that our knowledge of 
the cause or causes of this lead-dissolving power of some waters 
is in a very unsatisfactory state, and that at present at any rate 
the mischief and its remedy must be treated from a purely 
empirical point of view. 

It is not necessary, indeed, to predicate this leadsdissdlang 
power of every water until the reverse has been actually 
demonstrated by experiment; on the contrary, the experienced 
chemist, from a mere inspection of the results of an ordinary 
analysis, is able to predict, with almost unerring certainty, the 
innocence of the great majority of inactive waters in this 
respect; whilst, on the other hand, he will have far greater 
difficulty in foretelling with precision the activity of water 
towards lead from analytical data alone. He should, however, 
relegate all very soft waters to a doubtful class, the individual 
members of which must be subjected to careful experiment 
before being cleared of the suspicion of possessing activity 
towards lead. 


 Merrnops or EXAMINATION. 


There can be no doubt that in general water-analysts devote 
too little attention to the question of the lead-dissolving power 
of the waters submitted to them for opinion; for this, however, 
they are not wholly, nor indeed chiefly, to blame, as the adequate 
investigation of this subject entails a larger expenditure of time 
and the use of a much larger quantity of water. than are | 
generally available for such analyses, It is, however, in my 
opinion, incumbent upon the water-analyst to indicate to his 
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client, whenever there is any chance of a water proving trouble- 
some in this respect, that a special investigation of this point is 
desirable. 

Especially noteworthy and regrettable is the absence of any 
adequate treatment of this important subject in the very 
comprehensive labours of the Royal Commission of 1868. As a 
result of this neglect we find that soft waters generally, when 
free from any suspicion of sewage contamination, have been 
recommended without caution for the purposes of town supply, 
and have been left to demonstrate their lead-dissolving power 
by the cases of lead-poisoning to which they have at times 
given rise. 

The examination of water for activity towards lead, if it is to 
be satisfactory, must be conducted with much circumspection 
and care. It is not sufficient to place a strip of metallic lead in 
contact with a certain quantity of the water, and then watch the 
result, but the water should be placed in a piece of lead service 
pipe closed at both ends, and after remaining there for a 
definite length of time (say twenty-four hours) the amount of 
lead in suspension and solution should be carefully determined. 
It must be further borne in mind that some waters act more 
upon new lead than upon old, whilst others act upon the old or 
corroded metal more than upon the bright untarnished surface ; 
and on this account it is very desirable that the above test 
should be made with a piece of new service pipe as well as with 
a piece of an old one. And again, the tests should be continued 
over as long a period of time as possible in order to watch the 
progress of the action. 

Thus in some cases it will be found that the water acts more 
upon the new pipe than the old, and vice versa; sometimes that 
the water acts more and more upon the pipe from day to day, 
and vice versa; so that experiments made only with a new, or 
only with an old pipe, as well as experiments not continued over 
a sufficient period of time, would lead to most erroneous inferences 
being made. As regards the use of old pipes, these should of 
course have been in use with the water under examination, 
otherwise no satisfactory deductions can be made, and hence if 
it is a question of a new water-supply, the important matter is 
to observe whether, with a new pipe, the amount of lead in 
suspension and solution increases or diminishes from day to day. 

If the quantity of lead taken up by the water diminishes from 
day to day, and soon falls to an insignificant amount, it may be 
safely assumed that the water will exert no permanent action on 
lead. On the other hand, if the proportion of lead taken up 
is considerable and remains practically constant, or actually 
increases from day to day, the obvious inference is that the 
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activity will be permanent, and inasmuch as by corrosion the 
surface of the pipe is enormously increased, larger and larger 
quantities of lead will in all probability be taken up by the water. 

A very curious feature, which is worthy of notice in connection 
with such tests as the above, is that a pipe of small diameter, 
although offering a larger surface to the water it contains than 
a wider pipe, still yields less lead to a given volume of an active 
water placed in it, than a pipe of greater diameter. The expla- 
nation of this is probably to be found in the fact that the 
corrosion of the pipe takes place from definite centres on the 
surface of the lead in consequence of some irregularity, 
mechanical, physical, or chemical, of the surface, and a larger 
tube with its larger surface naturally possesses a greater number 
of such centres from which corrosion can take place. 


CLASSIFICATION OF WATERS. 


As regards the waters which should be submitted to examina- 
tion in the manner indicated above, it may be stated that hard 
waters, especially those containing so-called “temporary” 
hardness, may be generally considered above suspicion, although 
cases are by no means unknown of hard waters, generally from 
polluted shallow wells, which have a powerful action upon lead. 

On the other hand all soft waters, and even hard waters 
which contain little or no “temporary” hardness, must be 
provisionally viewed with suspicion until a searching enquiry 
has been made into their behaviour towards lead. ‘The suspicion 
of activity in the case of such soft waters becomes the greater if 
they are highly impregnated with vegetable matter, as they often 
are when derived from moorland districts. Such vegetable 
matter often imparts a measurable acidity to the water, although 
in my opinion it is quite possible for such moorland waters to 
be possessed of high lead-dissolving power without any acidity, 
and indeed after an appreciable quantity of alkali, in the shape 
of bicarbonate of lime, has been added to them. It must also 
be borne in mind that acidity cannot be indispensable to activity 
inasmuch as distilled water is possessed of strong lead-dissolving 

ower. 

: As already mentioned, some authorities attribute the continu- 
ous activity of waters to the absence of an adequate proportion 
of dissolved silica in them, and although the evidence in favour 
of this supposition is by no means conclusive, and is indeed in 
direct opposition to the experience of others, there can be no 
doubt that whilst this matter is still sub judice, such waters 
should be remanded for further enquiries. 

It is, further, of the greatest importance to remember that 


PERCY FRANKLAND. 239 


the activity of water, especially surface water, from the same 
source is extremely variable at different times and seasons, and 
that consequently a favourable opinion passed upon a'water of 
a suspicious type must by no means be supposed to clear its 
reputation for all time. It is very necessary that Medical 
Officers of Health of towns supplied with such waters should be 
continually on the alert, that they should frequently have the 
water drawn from the service-pipes submitted to examination, 
for in all probability there must be an immense amount of 
lead poisoning of an inconspicuous character which is never 
brought to public notice at all, especially when it is remembered 
what powerful motives there are for concealing any dangers 
attaching to a public water-supply. 


Pupwiic PROTECTIVE MEASURES. 


Assuming that the activity of a water towards lead has been 
demonstrated either by experiment or by actual experience on 
the large scale, the question arises as to what means are avail- 
able for its prevention. Various preventive measures have 
from time to time been suggested with more or less success. 

In the belief that the activity is in general caused by the 
acidity of the water, it has frequently been recommended to 
pass the latter through filters constructed of chalk or limestone. 
This comparatively simple measure has been found to be fairly 
successful in certain cases; but the effect is of only short 
duration, as the chalk or limestone soon becomes coated with a 
furry deposit, which prevents its further solution by the water. 

On the assumption that the presence of silica is essential to 
secure the inactivity of the water, filters constructed of sand, 
flint, and limestone have been recommended, and found to be 
efficacious, at any rate for a certain length of time. I have 
myself experimented with filters thus constructed, and have 
found that the activity of the water was very materially 
diminished by such filtration, although the proportion of silica 
was not materially increased. Adequate data are, however, 
wanting as to the length of time during which such filters 
remain efficacious. 

Of all the methods of preventive treatment with which I 
have experimented, by far the most efficacious consists in the 
addition of a certain proportion of carbonate of soda to the 
water. I was first led to employ this method in the case of an 
extremely active water, which was found otherwise very difficult 
to deal with, and in which an immediate remedy was requisite. 
The method proved perfectly successful in the case of this 
highly refractory water, and has been since imitated with 
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success in other places. In addition to its efficiency, the method 
possesses the advantage of avoiding the expensive erection of 
filter-beds, with the necessary frequent renewal of the filtering 
material ; again, the dose of carbonate of soda can be varied 
according to the necessities of the case, and even with the same 
water it may advantageously be varied from time to time, 
inasmuch as the activity, in the case of surface-water, Berea 
varies much with the season. 

I have found this method of treatment with carbonate of soda 
far more effective than the addition of any other chemicals that 
I have experimented with, thus it is much more effective than 
caustic lime, and much more easy to handle; it is also much 
more effective than phosphate of soda, which has sometimes 
been supposed to act powerfully as a protective towards lead, 
but which I have found to be of absolutely no use unless 
employed in prohibitively large proportions. 

As regards the quantity of carbonate of soda it is necessary 
to add, this must be ascertained by actual experiment in every 
particular instance; but in an extreme case I found it necessary 
to use five parts of soda to 100,000 parts of water by weight, 
which, with carbonate of soda at £5 a ton, represents a cost of 
3d. per 1,000 gallons. In most cases, probably, a very much 
smaller amount only is necessary, and if the quality of a water- 
supply be watched from time to time, the amount could be 
frequently varied, and at certain seasons probably the treat- 
ment might even be suspended with safety. 

But although I am of opinion that treatment with suitable 
proportions of carbonate of soda is the safest and most ex- 
peditious method of counteracting the lead-dissolving power of 
a soft water, I do not wish to discountenance the treatment of 
such waters by filtration. On the contrary I think it is very 
desirable that upland surface waters should be subjected to 
filtration quite irrespectively of their activity towards lead, 
although the fact that this activity is often very oreatly 
diminished by filtration through suitable materials, forms an 
additional and strong argument for submitting all such waters 
to this salutary process. 


PRIVATE PREVENTIVE MEASURES. 


In conclusion, I would point out that it is the duty of the 
medical officer of health, or of any other local sanitary authority, 
to see that in all towns supplied with water which is known at 
times to possess activity towards lead, the consumers are duly 
informed of the best means of protecting themselves individually, 


from the dangers of lead-poisoning. This would probably be 
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Best effected by the periodical house to house distribution of a 
suitable leaflet pointing out :— 

(1.) That no water should be collected for drinking purposes, 
until after the tap has been allowed to run for such a length of 
time as will presumably clear the service pipe, and that the 
drinking or cooking water, may, therefore, be advantageously 
collected immediately after ‘a considerable quantity of water has 
been drawn for other domestic purposes. 

(2.) That the filtration of the water through any form of 
animal charcoal filter practically guarantees its absolute freedom 
from lead. 

(3.) That hot water acts more powerfully on lead than cold, 
and that, therefore, metal tea-pots and other soldered vessels 
for holding hot water should be avoided as much as possible. 


“A case of Well-pollution undetected by Chemical Analyses,” by 
A. W. Scatuirr, D.P.H., Medical Officer of Health for 
Margate. 


A SOMEWHAT interesting series of six cases of enteric fever, 
probably communicated by water from a contaminated well, 
and exemplifying Dr. R. Cory’s investigations, recorded in the 
Medical Officers’ Supplement to the Local Government Board’s 
11th Annual Report, occurred in my district last summer. 
These six cases, except the first, all originated in two houses 
situated next door to one another on the outskirts of the town, 
and drawing their supply of drinking water from a well used in 
common by the inmates. The following table gives at a glance 
a few particulars of the order of the appearance, &c., of the 
malady in each one of the affected persons :— 








House No. 1. House No. 2. 

No. of Case. Name, | Date. No. of Case. Name. | Date. 
Ist Mr. C. | Early in July. 4th Mrs. F. Oct. Ist. 
2nd Mr. M. Aug. 5th, 5th IMie. EP Oct. 25th. 
ord Mr. P. Aug, 5th, 6th Miss I’. Nov. 2nd. 


Q 
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The first case, that of Mr. C., was clearly imported, the 
symptoms showing themselves in a locality previously free from 
the disease, a few days after his arrival. ‘The interest of the 
succeeding batch centred in the fact that the Public Analyst 
reported that the well water, although of doubtful purity, was 
not, in his opinion, a safe case to “carry into court,” and 
yet five other casés subsequently were probably caused by 
persons drinking of this identical water. Careful investigation — 
of the circumstances seemed to show that this well had 
become contaminated (although previously safely used for years), 
by the specific enteric poison derived from the stools of the first 
patient. It appeared that there was no water-closet in House 
No. 1., and that Mr. C.’s evacuations were placed in a dry 
closet some 40 feet from the house. The trouble which ensued 
was, however, probably produced in the following manner :— 
The pail from which the stools had been emptied was usually 
dipped into a rain-water tub to rinse it clean, and the washings 
were subsequently thrown on the ground in close proximity to 
the well, and thus, in all likelihood, polluted it. 

Another point of importance duly noted was that, on my 
advice, the inmates of House No. 2 did not partake of the 
affected water from August 5th until about September 23rd ; 
at the latter date, the landlord of the house, who had been pressed 
to amend the water supply and close the well, stated that he 
should not do so, as he had had the water analysed, and it was 
reported good, and on the strength of his statement, Mr. F.’s 
family used the water again, with the result that Mrs. F. was 
attacked by typhoid fever on October Ist. This was sufficient 
to convince the landlord, as well as Mr. F., of the serious 
mistake they had made, and the water was at: once laid on 
without further delay. Notwithstanding this, however, the 
husband and one of his daughters, who rarely drank water until 
boiled (in contradistinction to the mother, who frequently drank 
it fresh from the well) contracted the same disease on October 
25th and November. 2nd, respectively. After the latter date 
no other persons were attacked, although others resided in the 
affected houses. Of the six persons, only one, viz., Mrs. F., 
died, but her daughter, who was the last to suffer, was very 
dangerously ill for six or seven weeks. ‘These cases, I think, 
emphasize Dr. Cory’s conclusions, that it is unsafe to trust to 
chemical examination of water, unless we have persuaded 
ourselves that the source of it is free from pollution. 


f 
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Mr. Batpwrn Latnam (London) said that his view of chemical 
analysis was very conclusive. He never trusted to it. On the other 
hand, he never supplied a town with water unless he did have a 
chemical analysis, because, if a chemist said the water was bad no one 
would use it. With regard to organic chemistry it had not made 
much advance in this matter, and he pointed out in this connection 
the anomaly, that whilst a chemist said, if water contained 10 parts 
of a certain ingredient it was bad, yet, if he put more water to it and 
reduced the parts of the ingredient to four, the chemist then held that 
it was good. Further, in order to test the value of a chemist’s analysis, 
the Local Government Board had charged certain water with the 
excreta of persons suffering from typhoid fever, and other water with 
the excreta of persons who were perfectly healthy, and significantly 
enough, whilst the latter was condemned, the water containing most 
polsonous matter passed muster as good water. In the great fight 
about the Middlesborough water, Dr. Frankland, the greatest chemist 
of the present day, said in evidence, that he had charged water of a 
good quality with a certain quantity of the excreta of persons 
suffering from cholera, in the proportion of one part per thousand ; 
he had submitted it to analysis, and he had not been able to find any 
difference in it from pure water. Wells, therefore, which were liable 
to pollution were, he held, to be looked upon with great suspicion, 
even though the water in them passed the test of the chemist. Whilst, 
however, there was this uncertainty in the chemist’s test, they had 
certain minerals in whose power they could absolutely rely. There 
was for example the lithia test, it being possible for one three- 
hundred-thousandth part ofa grain of lithia to be detected by spectrum 
analysis. This lithia moved with the water, and by it it was quite 
possible to trace where the water went, in what particular direction ; 
so, though chemists could supply no accurate test of water by organic 
chemistry, they had in this way rendered it possible to trace water 
underground for long distances. As a piece of general advice he 
would say, “‘use your common sense in doubtful cases, and always 
boil your water before drinking it.” 


Mr. Jaco (Brighton) considered it worthy of remembering that no 
analysis by organic chemistry was of use in tracing germs of typhoid 
or other diseases. The most the chemist could do in this way was 
to pass a general condemnation, distinguishing only the difference 
between water fairly bad and very bad. 


Mr. H. H. Cottrys (London) said that in Paddington they had 
recently had an inspection of water, and Mr. Latham had certainly told 
them exactly what the water contained, and they had blindly trusted 
the opinion he offered them. He could only say, therefore, that he 
hoped Mr. Latham had spoken of chemists’ tests with the due caution 
that a gentleman making such assertions should do, for his remarks 
were such as seriously to disturb those who, like himself, had to do 
with the administration of Acts of Parliament. For himself he was rather 
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of opinion that Mr. Latham had conveyed a wrong impression of Dr. 
Frankland’s evidence in the Middlesborough case, nor could he believe 
the analysts were quite so ignorant on the subject as Mr. Latham 
would have them believe. Mr. Latham’s remarks, at any rate, had 
placed him in this position, that when he returned to London he 
should feel bound to make very careful and anxious enquiries, whether 
the analyst’s science was a mere delusion or founded on fact, and 
whether chemistry was a myth or the means of teaching them what 
they wanted to know. 


The PresrpEent of the Section pointed out that Mr. Scatliff’s paper 
would have been of additional value if it had gone a little more into 
details of the case. And many would have liked to know, for example, 
the conditions surrounding the well. It would seem, he added, if the 
statement were correct, that some people had suffered from the effects 
of the poisonous water even after it had been boiled; that the boiling 
of water did not absolutely destroy the germs of disease. 


Mr. Symons (London) said that he had been engaged in the 
Middlesborough water fight, and would endeavour to supply the 
shorthand writer’s notes on this point, so that they might be printed 
in the Transactions.* 


Dr. ScatiirF (Margate) in reply, said that his object was to 
emphasize the point that well-water, even after it had passed the 
chemist’s test, might still contain some germs of disease. Mr. Latham 
had called attention to the fact that chemists had great difficulty in 
detecting specific organic germs in water. They were so minute that 
it was not safe, even after the analysts’ report, for people to drink 
water the source of which was exposed to unhealthy surroundings. 
Wells should be regarded with suspicion, especially if they were in the 
neighbourhood of a town. With reference to the point raised by the 
President, it was an established fact that the action of boiling water 
. would not destroy all germs of disease, though of course boiled water 
was safer than well-water in its original state. 


* Stockton and Middlesborough Water Bill, House of Commons, 1876. 
Extract Evidence of Dy. E. FRANKLAND, F.R.S. 483. “Can you always, by 
chemical analysis, detect matters which may be very injurious to the health 
of the persons drinking the water?” ‘No, you cannot. I have already 
proved in the cholera year of 1866 that the evacuations of cholera patients, 
mixed with a thousand times their volume of water, were undetectable by 
chemical analysis.” 484. “ Would that dilution be such as to destroy the 
probability of the communication of disease?” ‘“ No,” 
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On “ Sanitation in Bread-making,” by W. Jago, F.C.S., F.LC. 


ABSTRACT. 


Goop bread should possess the following properties— Best 
possible composition, be made by the best processes, and under 
conditions ensuring absolute cleanliness. 

The composition is governed by that of the wheat, but bran- 
free flour is far superior to preparations in which bran is present. 
The bran does not add to the nourishing properties of the flour, 
and injures its keeping and other properties, The difference 
between white and dark flour is lar gely caused by the latter being 
contaminated with dirt from the wheats. Bread should be free 
from all adulterants; alum where used at all, is much more likely 
to be employed with inferior kinds of flour. A recent .prepa- 
ration of the germ or embryo of wheat, mixed with fine flour 
constitutes a valuable article of diet. “Germ bread,” prepared 
from this mixture is exceedingly rich, both in flesh and bone 
forming materials. 

Among the processes used in the manufacture of bread, that 
of fermentation is far superior to any other mode of aeration. 
It induces changes in the gluten which render that substance 
more digestible, and hence far more nourishing flours are 
employed in conjunction with fermentation than in other 
processes. Further, fermentation induces an _ exceedingly 
pleasant characteristic flavour, unattainable by any other means. 
The aeration of bread by yeast is in itself a safeguard against 
the employment of unsound flours. 

It is an essential of sanitary bread-making, that all operations 
involving severe labour be performed by machinery. The most 
crying among all the evils of ordinary bread-making is that of 
the dough being kneaded by hand; for this purpose the public 
should insist on the adoption of mechanical appliances by the 
baker. Bread should be baked in ovens, free from ashes and 
smoke, and then allowed to cool in a special room of moderate 
temperature. 


IAG THE ILL EFFECTS OF FLOODS ON HEALTH. 


On “ The Ill Effects of Floods on Health; illustrated by Facts 
from the Basins of the Thames, the Severn, and the 
Mawddach,’ by ALFRED HAVILAND. 


Ir we examine the map of Cancer Distribution (females), 
1851-1860, it will be seen that throughout the West coast 
of Wales the districts are so coloured (red) as to indicate a 
low mortality from this cause among females; one exception, 
however, is to be seen in the dark-blue district of Machynlleth, 
to the north of which lies that of Dolgelly, so coloured, however, 
as to show that the prevalence of this disease, in that district, 
was only just below the average; therefore, sufficiently high 
to make one suspect the prevalence of floods somewhere within 
the district, and at a point where the population was so great 
as to dominate the death-ratio of the whole area. 

On the 31st May, this year, I began my reinvestigation in 
the Dolgelly district, some of the results of which I will lay 
before the Congress, leaving the more technical details for the 
future consideration of my medical brethren. 

In the first place it must be stated that the district of 
Dolgelly consists of two sub-districts, both of which have 
natural boundaries and certain physical characteristics, which 
I will briefly describe. . 

1. Yalyllyn sub-district derives its name from the town 
“above the lake ;” and 2, Barmouth sub-district from Abermaw, 
the estuary of the Maw or Mawddach. 

These sub-districts lie almost parallel to each other, and 
each has a separate river system. In 1871-80, Talyllyn had 
a mean female population of 3,088, whilst Barmouth had one 
of 4,605. , | 

The local climates, however, of the two sub-districts, as well 
as their local configuration, although lying side by side, 
separated only by the Cader Idris chain of mountains, differ 
toto celo from each other. 

In the first place Yalyllyn is almost bisected, lengthways, 
by a deep, cleanly cut valley, having a direction S.W. to N.E., 
through which the prevailing winds blow with great foree— 
a fact that must be remembered when dealing with the death- 
rates from phthisis. In this valley lies the lake, which acts as 
a water-store, and prevents floods. | | 

In the second place the sub-district of Barmouth includes 
Dolgelly, the most populous parish in the district; its river 
valley is broad, and characterised, as will be seen by the 
Geological Survey Map, by extensive alluvial flats, which 
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stretch far above Dolgelly and Llanelltyd, the two highest 
parishes in the district. At the mouth of the river is the Bar, 
and the extensive estuarian sands, which impede the river-flow, 
hold back freshets, and, combined with tides, contribute materially 
to the floods which extend even to and above Dolgelly. 

The Severn.—Recently I have drawn the attention of my 
medical brethren to the causes conducing to the increase of 
cancer among females,* amongst which stand, first and foremost, 
floods. I must only draw your attention to the high mortality 
districts, which surround the well-known flooded areas through 
which the Severn passes, to convince you of the coincidence of 
high mortality from this cause, and the seasonal floodings of 
such fully-formed rivers as the one on which the high mortality 
districts of Shrewsbury, Worcester, Upton-upon-Severn, Tewkes- 
bury, and Gloucester are situated. 7 

The Thames.—If now we trace the Thames along its course, 
we shall find that, wherever the riparian districts are season- 
ally flooded, and consist of retentive clays, there is to be 
found the highest mortality from cancer among females; it is 
noteworthy, however, that both above and below London there 
are low mortality districts to be found where the chalk crops out. 
This formation, consisting as it does of carbonate of lime, has 
a powerful neutralising effect upon the acids, the results of 
vegetable putrefaction, the common sequel of floods, and the 
source of certain peculiarities in the local climates of flooded 
areas. ‘These low mortality districts are found at Cookham and 
“Wycombe above, and at Dartford and Orsett below London. 

The floods of the Thames are still to be dealt with by the 
engineer; in fact wherever they exist as permanent sources of 
disease, it becomes imperative on those having jurisdiction over 
rivers and water-courses, to take measures for their prevention. 

The facts connected with the basins of the Mawddach and 
the Talyllyn valley may be summed up as follows :— 

The district of Dolgelly includes the Mawddach valley and 
that of Talyllyn; its death-rate from any cause would, there- 
fore, to a certain extent, be the result of composite factors. . 

On the one hand a local climate influenced, especially inland, 
by flooded areas; on the other hand a local climate characteristic 
of the presence of lake-water, and freedom from floods. 

Last year I showed} that the local climates of the English 
Lake District, brought about by the constant movement of its 
lake waters, its torrential rivers, cascades, &c., and absence of 
floods, stagnant water, and vegetable decomposition, was co- 


* The Lancet, 9th August, 1890. 
t The Lancet, 14th September, 1889, 
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incident with a remarkably low death-rate from cancer among 
women. 

Within the Dolgelly district we have snitivindliogda a flooded 
_ area and a lake area. Taking the district as a whole, we of 
course take the results of these conditions in their modified 
forms, as will be seen by the following figures and the coloured 
maps, which accompany this paper. 

On the map of England and Wales, showing the geographical 
distribution of cancer (females) for 1851— 1860, it will be 
found, as already pointed out, that the district of Dolgelly is 
coloured light red, indicating a mortality just below the average. 

Now, if we tate the mean death-rate from cancer among 
females for the thirty years, 1851—1880, to be 5:5 annually to 
every 10,000 of that sex living, we shall Gnd that the following 
figures and colours apply to Dolgelly : — 


Males, Females. 
1851—1860. Death-rate...........% YA oF Tons 
2661-1370; Sot SW DIRS sae es oA ae Hak 
S/T SS Oi omy tl Deven pau ty di scouves ve 61 a es 


By which it will be seen that this disease has greatly increased 
among both males and females. 

If we now separate the sub-districts, we shall soon see on 
which the burthen of this increase has fallen. 


1871—1880. 
Total 
Sub-district. Mean Population. Deaths. Death-rate. 

Barmouth  ....... BO UO WLMNCE Steir we OL, ase ah 
Pipe ct Bonga ecs 4,555 Females... .. 47 .. 10°3 
Palelivi s,s. an SO I26UMiales? to EO 2 ee 
OO Saka rarest gS 3,088 Females... .. 18 .. 4:2 
gc Reg airar 7,102 Males. ae ee a 
Saray ate Se 7,643 ‘emales . ee POONA, xn Pe 


For 1851—1860, the colour for the female death-rate, 3°6, 
would be light red, being between 3°5 and 5:5. 

For 186i— 1870, the colour would still be light red, as the 
death-rate, 5:1, vonicined still below 5°95, although it hak risen. 

For 1871—1880, the death-rate having increased from 5:1 
to 7°8, the appropriate colour would then be the darker blue shade. 

If we now examine the figures and colours of the two 
sub-districts separately, the contrast is so obvious that it will 
not require a second glance to convince us which local climate 
had the greatest share in this female cancer death-rate of the 
Dolgelly district, for at least the decennial period 1871—1880. 
Thus in the (1) Barmouth sub-district the death-rate = 10:3, 
and in (2) Yalyllyn sub-district the death-rate = 4:2; so that 
the jirst would be coloured the darkest blue, and the second light 
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red, which is exactly what we should be led to expect from our 
experience throughout Great Britain. 

It is impossible to ignore the connexion between these local 
floods and the prevalence and increase of cancer among females; 
and it is because I am convinced that they are the great factors 
in local climates which favour the development of this fearful 
cause of death, that I bring this subject before an Institute 
numbering so many eminent engineers among its members, in 
the hope that through their skill and influence this creat and 
growing evil may be remedied, and that the diseases which 
arise from it may cease to prevail ‘locally, or to increase generally. 

There can be no doubt that the extensive sands and silts 
which encumber and disfigure the estuary of the Mawddach, 
could be made to serve a better purpose than causing floods 
above, and blinding with their sand-drifts people crossing the 
viaduct. Other rivers, such as the Tyne, the Clyde, and the 
Tees, have benefited by the works of the engineer, and it would: 
be well if, throughout the country, his aid were invoked in 
removing what I cannot help calling a disgrace to the science 
of the nineteenth century. 

The Tees was formerly, like the Mawddach and other rivers, 
a very irregular and wandering water-course, between Stockton 
and Middlesborough, and after passing that town it opened out 
into a wide, sandy | estuary, about six miles long and three miles 
across at its widest part. ‘Training walls and dredging were 
both used, and with a great amount of success. 

The deepening of the channel of the River Tyne has produced 
a very beneficial lowering of the flood-line in the river, thereby 
preserving the adjacent lands from imundation—this we learn 
from Mr. Messent, in his work on “The River Tyne Improve- 
ment,” 1882. 

In the River Clyde dredging is constantly practised, and 
other works have been carried out; since which the tide falls 
8 feet lower at Glasgow than it did before any works were 
begun, which not merely adds to the tidal capacity of the river, 
but also prevents the fresh-water floods, which formerly in- 
undated the low-lying portions of Glasgow, whilst the total 
tonnage entered and cleared has increased from 1,757,000 
tons in 18638, to 5,544,000 tons in 1883. 

The harbour of Barmouth was once a busy scene with its 
ships and. their imports; the sands, however, have taken the ° 
place of the ships, and the harbour is deserted—in fact the 
sands, the floods, and their ill-effects have all increased together, 
and the sooner this malign progress is arrested the better for 
the beauty of the locality and the health and wealth of the 
community. 
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On “ Teneriffe as a Health Resort,” by G. W. STRUTTELL. 


Ororava, Teneriffe, now enjoys considerable reputation as a 
health resort for European invalids. It undoubtedly possesses 
a warmer and more equable climate than the Riviera, and a 
less humid climate than Madeira; yet there are drawbacks and 
disadvantages which in fairness ought not to be overlooked. 
My object is to record in brief terms my own experiences of 
Teneriffe from October, 1888, to May, 1890, so as to enable 
invalids in search of a health resort to judge whether the 
Fortunate Islands, as they are termed, are likely to be suitable 
for them or not. 

Exaggerated statements have appeared in print with refe- 
rence to the climate of Teneriffe. It has been termed a 
“rainless Paradise”; it has been asserted. that “firing is 
unneeded,” and that throughout the winter one can bathe at 
-Orotava with as much pleasure as at Brighton in July. These 
experiences, I should imagine, are absolutely exceptional, and 
are calculated to mislead the reader. I myself was induced. 
to visit Teneriffe for the benefit of my wife’s health, on the 
strength of Mr. Ernest Hart’s pamphlet, “A Winter Trip to the 
Fortunate Islands.” 1 found that during Mr. Hart’s visit the 
weather was unusually fine, and that the statements he makes, 
though unquestionably true, do not convey an _ altogether 
accurate idea of the general climatic conditions of Teneriffe. 

There are various ways of reaching the Canary Islands, of 
which group Teneriffe is the centre. The sea passage may be 
shortened by taking the Spanish mail boat from Cadiz, but the 
Donald Currie steamers, which call at Lisbon are better boats, 
and do the distance of 750 miles in about 54 hours. Via Cadiz, 
including rail, the cost is £20, as against £22 via Lisbon. The 
Donald Currie steamers, however, only touch at Las Palmas, 
which entails transhipment. Undoubtedly the best way for those 
who can bear the sea voyage is to go by steamer from England. 
There are four excellent lines—the New Zealand Shipping 
Company, the Shaw, Savill and Albion Company, the British 
and African, and the Union. These vessels leave London 
(calling at Plymouth), Southampton, or Liverpool ten or 
twelve times a month. Invalids, I think, would do well to 
give the preference to the New Zealand or Shaw, Savill Com- 
pany’s boats, as they are admirably equipped for comfort, and 
perform the voyage from Plymouth in less than five days. A 
single first-class ticket by either line costs £14, and a return, 
available for six months, £25. 
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There is no difficulty in reaching Teneriffe. The trouble is 
to get away, as there is uncertainty as to when the return 
steamers call, and when they do, there may be no accommoda- 
tion. As visitors begin to leave early in May, a passenger 
steamer might very well call at Orotava early in that month, 
and another early in June. Steamships prefer to call at Santa 
Cruz, which is 25 miles off, owing to the alleged bad anchorage 
~ at Orotava, but my experience is that from May to October 
that roadstead is safe enough. 

After landing at Santa Cruz, I suggest Laguna as the first 
halting-place for the invalid. It is situated on a plateau about 
1,800 feet above sea level, and possesses a comfortable hotel. 
At Santa Cruz itself, at Camachio’s hotel, the sanitary and 
other arrangements are excellent. As, however, Santa Cruz is 
debilitating early in October, when invalids usually arrive, 
visitors do well, instead of hurrying on to Orotava, to make a 
stay at Laguna, which is only an hour and a half’s drive. 
From December to March Santa Cruz has a charming climate, 
and is well sheltered from the north-east winds. What, how- 
ever, Santa Cruz needs is hotel accommodation outde the 
limits of the busy town itself. 

Passengers going from Santa Cruz to Laguna will find the 
roadway exceedingly good, though they must be prepared for 
much jolting and bumping when passing through the streets of 
the latter town; but this, I am told, will soon be a thing of 
the past, as there is a promise that before long the streets will 
_ be re-paved on modern principles. A word of caution by the 
way. The heat of Santa Cruz may be found oppressive on 
landing, but those who are going on to Laguna—the summer 
and autumn retreat of Orotava and Santa Cruz—will find it 
unadvisable to discard their warm clothing hastily. 

Many of the English invalids at Orotava derive considerable 
benefit from a change to Laguna; but my wife derived greater 
benefit from her stay in Orotava from July till October than 
in any period of her visit. ‘The great drawback to remaining 
in Orotava in the autumn is that invalids lose the services of 
Dr. George Perez, a graduate of London University, and his 
partner, Dr. Thurstan, an M.D. of Cambridge, the only other 
qualified English doctor there. Dr. Perez’ patients are 
unanimous in his praise. The professional ability of Dr. 
Tomas Zerola, the resident medical man at the Villa, is 
universally acknowledged by his English patients. 

From Laguna to Orotava is about four hours’ drive, over 
a roadway highly creditable to Spanish engineering. ‘The 
mountain scenery en route is ae and the terrace system of 
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cultivation is seen to great advantage. From Matanza, where 
one stops for lunch, there is a good view of the Peak, which 
attains a height of 12,176 feet, rising directly from the sea 
level. The crater is about eight miles in diameter, and 
7,000 feet above the sea, and from its centre rises the Peak 
itself, a further 5,200 feet. 

The town of Orotava, or Puerto de la Cruz, is situated on a 
low peninsula about 60 feet above the sea. The first plateau, 
at an elevation of 380 feet, is most salubrious, very desirable 
for chest patients. Lower down it is enervating; higher up 
rather too cold. This first plateau offers a favourable position 
for the construction of small villa residences with pretty 
gardens, which by most visitors would be preferred to hotels. 
Such villas, however, should not be erected too near to cultivated 
areas or large reservoirs. ‘The former are frequently manured 
with human excreta, and the latter give off unhealthy ex- 
halations in the summer months. 

After a further ascent of 720 feet, one reaches the base of 
the mountain proper, where stands the ancient town of La 
Villa Oratova. Though this altitude has proved beneficial in 
some cases, yet it is too frequently enveloped in cloud to render 
it a very desirable resort. 

As to the Puerto itself, its streets are narrow, the houses 
high, and the free circulation of air is impeded. Nevertheless, 
typhoid fever is unknown. As to the climate generally, its 
equability seems to show that the island is not so dry as repre- 
sented. The visitor must not be disappointed to find during 
the early part of his stay in the north of the island that there 
is a fair quantity of rain; but, the ground being porous, the 
atmosphere is not rendered so humid as the amount of rainfall 
would suggest. Outdoor recreation is, however, frequently 
interfered with. Then, as to mean temperature. On that 
point visitors may be easily deceived. In England 62° would 
be regarded as sufficiently warm to enable fires to be dispensed 
with and lighter apparel to be partially assumed. In a warm — 
climate, however, 62° is sufficiently cold to justify the invalid 
wearing a sealskin out of doors, and keeping a fire going 
indoors. This seems to me to show that without some know- 
ledge of the locality, one may be working in the dark, even 
in the presence of meteorological records. 

But, though Teneriffe has its faults, I think that on the whole 
it may be pronounced a most desirable health resort. I myself 
intend taking my wife back there in October, 1890, in pre- 
ference to any other place; so that, though I do not hesitate 
to speak frankly about its drawbacks, I have a high opinion of 
Teneriffe as a sanatorium. Its charm is that, owing to its 
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mountainous character and geographical position, there is a 
great variety of climate. 

_ Clearly, therefore, there is a probability of the invalid 
obtaining relief, though the first place he visits may not suit 
him. I have known Santa Cruz to confer benefit where 
other places had failed ; Laguna to suit complaints which were 
not favourably affected at lower elevations; and Orotava and 
Icod to benefit those-who went there as a last resource. In the 
near future, it is possible that a still larger variety of climate 
will be accessible to invalids, for Villaflor and Guimar, on the 
south side of the island, are spoken of; the former as the 
“first mountain station in the universe,’ and the latter as 
possessing an exceptionally dry and sunny climate. 

I think that the physical advantages of Teneriffe are unique. 
Within the comparatively small area of 900 square miles, it has 
altitudes ranging from a few feet to 8,000 feet above the sea 
level. It has a northern and a southern aspect, rendered 
distinct by the great Cordillera running east and west. The 
north aspect is favoured by the north-east trade winds, the 
south by warm trans-African winds, cooled in their progress 
across the narrow strip of sea. 

To give some meteorological details taken at Orotava, the 
mean variation of temperature between morning and night, 7.e., 
9 a.m. and 9 p.m., is not more than 2°:8. The average tempera- 
ture in spring, summer, autumn, and winter is respectively 64°, 
71°, 69°, 60°; while the lowest temperature for the same 
seasons in the shade is 54°°9, 51°8, 50°, and 49°-1. The mean 
minimum is 59°3, 55°4, 53°°0, 52°-7. The extreme difference 
between winter and summer is not more than 14°, whereas at 
Nice it is 30°, and in Algiers 24°. The total annual rainfall is 
15°35 inches, falling on eighty-five days, and the average 
monthly sunshine—136 hours—distributed as follows: Novem- 
ber to January, 110 hours; February to April, 140 hours; 
May to July, 132 hours; and August to October, 160 hours. 
Storms of thunder and lightning are rare. — 

The drawbacks with regard to life in Teneriffe are principally 
in reference to accommodation and food. The majority of the 
houses are of the Moorish type, built without fireplaces, and 
solely with a view to coolness. Stoves are absolutely necessary, 
and so are curtains and other appliances for keeping out 
draughts. As regards servants, warning is not required on 
either side, therefore it is advisable to study the idiosyncracies 
of your domestics, or they may leave you in the lurch. A 
knowledge of the language is very desirable, but even with this 
aid you cannot expect to reform a Spanish servant, who has 
remarkably conservative instincts. As a rule they are very 
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honest; but they are desperate love-makers, and one sometimes 
gets tired of hearing the wretched twanging of the troubadour 
beneath the bedroom window at night. 

As to society in Teneriffe, after an experience of twenty-five 
years spent in various parts of the world, I have never known 
a happier community than that of Orotava. The relations 
between the English and Spanish gentry are most cordial, 
though the latter believe that every new arrival from Europe 
adds to their difficulties by helping to raise the price of food. 

Let me add a word on the subject of social amusements. 
They are arranged, no doubt, with a commendable desire to 
render Orotava attractive, but some invalids have been drawn 
into merriment which they could not resist, and have returned 
all the worse for a sojourn in what should have been a place of 
perfect rest and quiet. If balls and bazaars must go on, they 
should be held somewhere else than in the hotels. 

Orotava greatly needs a public market and improved food 
supplies. The butchers are generally ignorant of their business 
and often present meat of doubtful quality in a most repulsive 
condition. 

The English residents should club together and purchase, 
and stall-feed,:-sheep for their own consumption—an alternative 
resorted to in different parts of India where the same incon- 
venience sometimes occurs. Milk, bread, butter, fowls, ducks 
and. turkeys, are cheap and plentiful. There is a difficulty, 
however, ut obtaining groceries, meat essences, and invalids’ 
food. This is due to the fact that visitors are in the habit of 
getting supplies from the Stores in England, with the result 
that shopkeepers in Teneriffe are not encouraged to keep large 
. and varied stocks on hand. For my part, I believe little is 
saved by these direct importations, while much general incon- 
venience results. 

A word or two as to water supply. At the Port of Orotava 
it is of very good quality, and enteric fever has never been 
known. That of La Villa Orotava is less excellent, and should. 
in every case be filtered. There is no doubt that the absence 
of a proper system of sanitation throughout the island would be 
a much more serious matter but for the absorbent nature of 
the soil, the sparsity of the population—towns and villages not 
being overcrowded—and the open nature of the country. 

There is one subject directly bearing on the comfort of 
invalid visitors, and that is the absence of professional nurses 
at Orotava. ‘There is a scheme now on foot for supplying the 
deficiency, but it is felt that, to ensure stability for a fixed 
period, a sum of not less than £500 must be raised, though 
the institution, it is hoped, will eventually be self-supporting. 
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The proposal is to secure the services of two lady Sisters of 
Charity of the English Branch of St. Vincent de Paul. There 
are, however, various difficulties to be surmounted. The pro- 
vision of nurses is exceedingly desirable for those invalids who 
are unable to travel with a private nurse, or, indeed, to pay for . 
the services of a nurse when nursing aid may be much needed. 
Contributions to this fund may be paid into the London and 
County Bank, to the credit of the treasurer, the Rev. T. Gifford 
Nash, Orotava Nursing Fund. 

With respect to wearing apparel, it is advisable to take to 
Orotava just the same outfit as if going on a twelve months’ 
visit to any part of England. Sanitary woollen underclothing, 
sheets, and pillows are desirable. A sealskin coat or an over- 
coat will be found a comfort at one time; at another, summer 
garments will be essential. There are very good tailors and 
dressmakers in the island, and good boots are procurable at 
ridiculously low prices. 

Before concluding this brief paper, let me add that it is 
impossible, as Sir Morell Mackenzie well points out, to say with 
certainty whether this or that particular climate will suit a 
particular case, and that to phthisical patients the benefit of a 
change of climate will be greatest if it renders an out-of-door 
life possible. With an island possessing such climatic con- 
ditions as Teneriffe, varying, as they will be found to do, 
according as the visitor may select his place of residence, it is 
clear that discrimination is needed if the invalid desires to 
return home benefited by the change. I have endeavoured to 
point out that Teneriffe does not altogether merit the roseate 
colours in which it sometimes has been painted; but I have 
also endeavoured to do justice to its admirable situation, its 
exceptional climate, and its possibilities as a health resort. 


Mr. Batpwin Laraam (London) considered that papers of this - 
kind were very valuable, for they enabled the Institute to keep a 
record of the climatie conditions of celebrated health resorts. 


Mr. Symons (London) quite agreed in this view. 


Mr. Wurre (London) was quite aware that dancing was one of the 
most healthy amusements, if it were properly carried out, and The 
Sanitary Institute ought, he thought, to do its best for its promotion. 


Mr. Srrurrern (Brighton) said that with regard to dancing in 
Teneriffe, the difficulty was that the hotels were too small for this 
amusement, and when dances were given invalids could not get to 
sleep. Besides, there were many invalids who, if dances were given, 
would enter into them despite the fact that they would be much 
better if they were taking rest. 
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CONFERENCE OF MEDICAL OFFICERS OF 
HEALTH. 


THE fourth Conference of Medical Officers of Health, arranged 
by the Institute, was held in connection with the Brighton 
Congress. | 


There was a good attendance of Medical Officers from the 


principal provincial centres. 


The chair was taken by Dr. A. Newsholme, Medical Officer 
of Health for Brighton, President of the Conference. 


Papers on the following subjects were read and discussed :-— 

“The Study of Hygiene, in the Elementary Schools,” by A. 
Newsholme, M.D.” 

“The Etiology of Diphtheria,” by W. N. Thursfield, M.D. 


“Uniformity of the Reports of the Medical Offiers of Health,” by 
A. Wynter Blyth, M.R.CS. 


A full report of the subjects discussed is given in “ Public Health” 
for September, 1890, page 134, and October, 1890, page 163; and, 
as much of the matter was of technical interest, it was thought 
unnecessary to reprint it in the Transactions of The Sanitary 
Institute. 


R 
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CONFERENCE OF INSPECTORS OF NUISANCES. 
ADDRESS: BY DE. a. CARPENTER, 


PRESIDENT OH THE CONFERENCE, 





ABSTRACT. 

Dr. CARPENTER said that he was glad that they were following 
in the footsteps of the Medical Officers of Health, who had 
met in Conference on the previous day. The founding of the 
Institute was the thought of men who had been instrumental in 
bringing to the notice of the State the wants of sanitary 
law, the result of which was the passing of the Act of 1848. 
It was his privilege to reside in a town that was in the first 
list of those that took advantage of that Act. The Local 
Board made bye-laws. After a short time they discovered 
that these bye-laws were dead letters, and then a Sanitary 
Committee was appointed, of which he had the honour to 
be Chairman. They made a report, and the local authority 
determined, in accordance with the recommendations con- 
tained in that report, to appoint inspectors to see that the 
bye-laws wére carried out. Then came the battle. They 
had to face the opposition of those who objected to the appoint- 
ment of Sanitary Inspectors. Owners of small houses and 
others felt that Sanitary Inspectors would be prying into their 
private affairs, and causing them much trouble; but after a 
time the unpopularity became dormant, and the inspectors 
were appointed. Then there was the disadvantage of the 
appointment of incompetent persons as inspectors. 

He then explained that such methods of administration 
in various localities led to the establishment of the Sanitary 
Institute, through which properly qualified men were able to 
obtain certificates, showing that they were capable of doing the 
work which they undertook. The work done by the Institute in 
this way was of great value to local authorities when they were 
about to appoint Sanitary Inspectors, and the Institute had in 
consequence of that and similar actions commended itself to 
the public generally. Public opinion had now materially 
advanced in favour of sanitation, and the position of Sanitary 
Inspectors had greatly improved. Some people were inclined 
to think that the office of Sanitary Inspector or of Inspector of 
Nuisances was a new office, but it was no such thing. It was 
one of the offices in connection with hygiene that had been 
formed in very early times. They had only to go back to the 
pages of Holy Writ to prove it. Let them read Leviticus, 
and study the laws laid down by Moses, and they would see 


CONFERENCE OF INSPECTORS OF NUISANCES, 209 


that the Sanitary Inspector he appointed was one of the most 
important men in the state. When the sewage of a house had 
produced disease, the occupier was to go to the priest, who 
explained things, and he became the Inspector of Nuisances 
within the camp, or, as it was afterwards, within the cities of 
Israel. Therefore, they had to go to the highest authority for 
the foundation of their office, and the importance of their 
social position in connection with this office was very manifest 
from what was in the mind of Moses. The formation of 
infectious hospitals was really inaugurated by him. They 
would find that he appointed that infectious diseases which were 
there classed together under the head of leprosy should be 
treated by isolation without the camp. That would not be 
without shelter, and they might assume that hospitals were 
erected for their protection. 

Passing on, he said that at the present time there was not a 
town in the kingdom where the sanitary authority was doing its 
duty which had not a hospital in which it could isolate cases 
of infectious disease as soon as they were brought to its notice. 

Touching upon the manner.in which the work of Sanitary 
Inspectors should be done, he said that there were two classes 
of officers. Some went with the threat of legal proceedings in 
their mouth, and did not attempt to explain why certain work 
had to be done, and if they acted in this way they set up the 
backs of the people, and did not get the work carried out 
to the satisfaction of the Authority. It was far better that 
people should be taught by the Sanitary Inspectors the reasons 
why different work had to be done, and be persuaded to 
carry out the principles necessary for the removal of nuisances, 
and so diminish the chances which lead to the spread of infec- 
tious disease. It was far better for the people to do the work 
willingly, and look upon the Sanitary Inspector as their friend, 
than as a prying, intolerant autocrat, who would force down 
their throats the principles of sanitation whether they liked 
it or not. : | 

Referring to the pay of Sanitary Officers, he agreed that 
every labourer was worthy of his hire. A paper was sent to 
him when he was away from home with regard to compensation 
and mutual assurance, he hoped that: the gentleman would accept 
his apology for omitting to cause it to be placed on the agenda. 
If there was time when the other papers had been disposed of 
it would be read. He congratulated those present on being 
Invited by the Institute, and the Institute on inviting the 
Inspectors to meet in conference in the important and healthy 
Borough of Brighton, which he said was almost the healthiest 
town in the kingdom. The invite extended by the town to the 
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Institute reflected great credit on the town itself, the Institute 
and Inspectors being thought worthy of the presence of the 
Mayor at their meetings reflected credit upon them. Brighton 
was healthy, but he claimed that if they took a decade of ten 
years, his town, viz., Croydon, had beaten it. 

Passing on, he said that he had thought it necessary in the 
town of Brighton to draw attention to the waste of material in 
regard to sewage. It was the only serious sanitary fault he found. 
They had magnificent waterworks and constant water supply, and 
the fact that the streets and poorer classes of houses were well 
looked after by the authorities was proved by the healthy condi- 
tion of those classes, and the absence of mischievous disease from 
their midst. He hoped that the time was not far distant when 
the Legislature would prevent the washing away into the sea of 
that which was absolutely necessary from a national point of view 
for the feeding of the people. If that material were placed on 
the Downs at the north of Brighton the crops would be ten times 
more abundant than at the present time, and the chances of 
destroying the sea-shore of Brighton as a bathing place 
altogether removed. In connection with the milk-supply this 
was most important. He looked upon it as a part of the duties 
of local authorities not only to provide for the grown-up, but 
to see that the younger children were provided with material 
which would help to sustain them in a healthy state of existence. 
Where a district did not provide a sufficient amount of milk for 
the people who inhabited it, and it had to be obtained at prices 
- which were prohibitive to the poorer classes, there was some- 
thing wrong. If the sewage was put on the Downs, as he 
had said, the milk-supply from this particular land could be 
ten or twenty times as much as it was at the present. The 
expenditure of capital upon sanitary works was never lost, and 
though it might not obtain an absolute reduction of the rates 
it reduced the death rate, and the utilization of sewage in the 
way he had stated would bring food down to a fair and average 
rate. He again thanked the Corporation of Brighton for 
inviting them to that beautiful town, and said that all would, 
when they returned, be able to say that the Congress at 
Brighton had been a great success. 





The Mayor or Bricuron considered that Dr. Carpenter had 
sketched to the Inspectors much that was beyond what was necessary 
for their position: he had shadowed forth a list of first principles. 
Now they had nothing to do with first principles, they were engaged 
to carry out the work after the first principles had been sketched 
out; for it was not possible for men of ordinary calibre to grapple 
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with the great questions of sanitation. As to the disposal of sewage, 
they all knew that it should be returned to the land; but when they 
were surrounded by the ratepayers they had to do the best thing for 
the smallest amount of money, and he considered that the Brighton 
Corporation had done the best under the circumstances. Addressing 
himself to the duties of the Inspectors, he said he thought discretion 
was very necessary, and that they should carry out their duties as 
nicely and kindly as possible. They must not only be discreet and 
civil, but it was necessary that a man should have a fairly good 
education before he took office. He thought an Inspector should 
have an elementary knowledge of. diseases, and a knowledge of 
building construction was essential as well as a little knowledge of 
chemistry. He contended that it should be the occupier of every 
house who should be worried and terrified into keeping the drains 
in good order, and not the owner, and that liberty should be given 
to an owner, if he saw that an alteration could be done in a certain 
_ way, and that if it would be half the cost, to carry it out in that way. 
In conclusion, he proposed a vote of thanks to Dr. Carpenter for his 
address, and expressed the hope that the Chairman might long be 
spared to do his work as he had done hitherto. 


Dr. A. NewsHonme seconded. He was glad to find that the 
examinations of the Sanitary Institute had been so highly spoken of, 
although he could not help thinking that the examinations should be 
supplemented by a little building construction. He also thought 


that the passing of the examination in hygiene at South Kensington 
was a very great thing. 


Dr. Carpenter acknowledged the compliment paid him. He 
knew that the fifty years of work in which he had been engaged 
could not continue much longer. Still, he was glad to do what he, 
could in promulgating sanitary science. 


“ The Education, Examination of, and Legislation for, Sanitary 


Inspectors.” By A. E. Abams, Sanitary Inspector, 
Wood Green. 


ABSTRACT. 


The author considered that it was largely through the 
Sanitary Institute that Sanitary Inspectors were better educated 
than they were twenty-five years ago. 

He agreed with the Association of Public Sanitary Inspectors 
that Inspectors should have a knowledge of building construc- 
tion, but considered that to qualify to pass the Ist Class, 
advanced, of the Science and Art Department, would occupy 
too much time, and was not necessary. 

He considered the Sanitary Institute right in not having 
Competitive examinations ; and Sanitary Inspectors should feel 
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that they owed a debt of gratitude to the Sanitary Institute for 
the way in which they had grappled with the question of the 
examinations. In nearly all advertisements for Sanitary 
Inspectors the Candidates were required to hold the Certifi- 
cate of the Sanitary Institute. He believed the feeling 
amongst Sanitary Inspectors was that the examinations were 
not sufficiently practical ; but he considered that the standard 
at present required was quite high enough if the questions at the 
vivd voce examination were more searching, and models added 
to thoroughly test the knowledge of the Candidates. 

He suggested that the Council of the Sanitary Institute 
should invite a dozen or two Sanitary Inspectors to meet them 
to discuss the question of the examinations, but he was strongly 
opposed to any Sanitary Inspector being put on the Board of 
Examiners. | 

He thought that Sanitary Inspectors should combine to 
obtain the appointment of a Minister of Sanitation, but he did 
not advocate Trade Unionism, but an amalgamation to obtain 
recognition as Public Servants, and that the Laws of Public 
Health might be made more stringent and complete. 





“The Position that Inspectors should take with regard to the 
General Public.” By JoserH Corsen, Chief Sanitary 
Inspector, Southampton. 


ABSTRACT. 


The author observed that it was matter for congratulation 
that the Sanitary Institute had inaugurated this General 
Conference of Sanitary Inspectors. 

Speaking on the subject of his paper, he said that by the 
general public should be understood the ratepayers, some of 
whom were the owners of small tenements not in a first-class 
sanitary state, and were ready to impress on the Inspector the 
advisability of making friends of them. 

An Inspector, when requiring improvements, should act with 
prudence, and should endeavour to educate the public, so as 
rather to persuade, than to appear to compel, an owner of 
property to make any necessary improvements. 

The author suggested that sometimes the Inspector is 
impeded in his duties by the Medical Officer of Health either 
being antiquated in his notions or twenty years in advance of 
the times. 

He considered that the yearly appointment of the Inspector 
tends to make him less independent and more susceptible to be 


CONFERENCE OF INSPECTORS OF NUISANCES. 263 


influenced in the performance of his duties than he would be 
if his appointment were permanent. 


Mr. W. WILKINSON proposed the following resolutions :— 


‘‘That in the opinion of this meeting the administration of 
Sanitary law would be greatly improved by the following amendments 
thereof, and the Council of the Sanitary Institute are pore by re- 
quested to press upon the Legislature— 

“1, That a Government Department of Health be established, and . 
presided over by a Cabinet Minister, having supreme control 
over all matters connected with the Public Health. 

“2. That the officers now variously named Sanitary Inspectors, 
and Inspectors of Nuisances, be designated Sanitary In- 
spectors. 

“¢3, That Candidates for the position of Sanitary Inspectors be 
required to possess a general knowledge of the building trades, 
and a Certificate in Sanitary Science. 

“4, That all Inspectors be elected to a permanent tenure of 
office, and only dismissable for misconduct or proved incom- 
petence, with right of appeal to the Local Government Board 
or Department of Health. 

“¢5, That Sanitary Inspectors be required to inspect their districts 
for the detection of nuisances, and to serve notices for the 
abatement thereof, all such notices to be as valid, if confirmed 
by the Local Authority, as if served by the Authority’s Order. 

“6, That the duties of Sanitary Inspectors be clearly defined. 

“7, That in all appointments requiring an officer’s whole time, an 
adequate minimum salary be prescribed. 

“8, That steps should be taken to form a fund for granting 
superannuation to Inspectors.” 


Mr. Ernest Day, F.R.L.B.A. (Worcester), considered that if an 
Inspector had tact ‘he would succeed with the multifarious duties 
he was called upon to perform. That an Inspector should possess a 
practical knowledge of the building trade was, to his mind, of the 
— utmost importance. He was delighted to see that there had been a 
great improvement in preventing jerry building, and some of these 
builders had now very great difficulty in evading the bye-laws. 


Mr. Wasuineton Lyon held that the appointments of Medical 
Officers of Health and of Sanitary Inspectors were the most impor- - 
tant of any in connection with Local Boards. Regretting the 
remark made by the Mayor of Brighton to the contrary, he thought 
it most important that Inspectors of Nuisances should have a 
thorough knowledge of first principles. If they were in possession 
of this knowledge, the clever men upon the Sanitary Committee 
would appreciate it, and these clever men, before whom they had to 
go, would lead the ignorant ones, so that the Sanitary Officers, if 
well qualified, would really be the leaders. 


Mr. W. Wi1K1nson, having read his resolutions again, supported his 


264 CONFERENCE OF INSPECTORS OF NUISANCES. 


claim that all Inspectors should be designated “ Sanitary Inspectors ” 
by urging that they were asking for nothing new, and that in many 
cases the same men had to inspect new buildings as well as act as 
Inspectors of Nuisances. It was so in his own case. He discoun- 
tenanced the practice of taking a man from the outside and 
constituting him a Head-Inspector, and urged that every man should 
first act as an assistant. There could be no objection to theirs being 
a permanent appointment, and he held that Inspectors should have 
the power to serve notices at once where nuisances were discovered, 
inasmuch as the local authorities often only met once a fortnight or 
once a month, and great harm might be done by delay. The Public 
Health Act did not explain what their duties were, and it was most 
necessary that they should know exactly what they were expected to 
do. Upon the question of salaries, in some places it was the hardest 
possible work for a man to live and present a decent appearance 
upon the salary he received. In certain places the authorities did 
not pay for the work to be done, but sought to satisfy the Legislature 
at the lowest possible cost. He also claimed pensions for those who 
had to endanger their lives to save others. 


“The Position that Inspectors should take with regard to the 
General Public.” By THomas Grorce Des, Sanitary 
Inspector, Westminster. 


ABSTRACT. 


The author pointed out the importance of cleanliness in the 
prevention of disease, and he considered that some knowledge 
of the laws which govern Sanitary Science or preventive 
medicine was necessary on the part of the Sanitary Inspector. 

The Inspector should take the position of the practical 
adviser of the public upon the details of works of sanitation, 
and he should possess sufficient legal knowledge to enable him 
to form a judicial opinion upon all statements and facts. 

The conclusion arrived at by the author was that a Sanitary 
Inspector should be “something of a clergyman, a doctor, and 
a judge.” 


“On the general duties, responsibilities, and status of Sanitary 
Inspectors ; applicable to those Officers appointed by virtue 
of, and working under, the Public Health Act, 1875; and to 
their position in comparison with other Public Officials.” 
By GEORGE STEERS, Sanitary Inspector, Bedford. 


ABSTRACT. 


The author pointed out that, inasmuch as the Sanitary 
Inspector is required by law, in a notice to abate a nuisance, to 
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give full particulars of work required to be done, he ought to 
have a thorough practical knowledge; and he considered that 
Inspectors should have power to serve a legal notice for the 
abatement of a nuisance without having first received the 
sanction of the Local Authority to do so. 

Looking at the nature of the duties that a Sanitary Inspector 
has to perform, he considered that his appomtment should be 
permanent; and, further, that the status and position of a 
Sanitary Inspector does not compare favourably with that of 
many other public officers. 





“ The Position that Inspectors should take with regard to the 
General Public.” By J. Hicks Bret, Sanitary Inspector, 
Gosport. 


ABSTRACT. 


The author considered that in order to obtain duly qualified 
men as Sanitary Inspectors they should be better remunerated. 
Thanks to the Sanitary Institute, the importance of the duties 
of the Sanitary Inspector is becoming recognized. 

Every Sanitary Inspector should have had. three years’ ex- 
perience as an Assistant Inspector. He should understand the 
advantages of various sanitary appliances, and to qualify him 
for the Inspection of builders and plumbers’ work, he should 
hold a Certificate of competency in Building construction, 
which should be obtained before the Certificate of the Sanitary 
Institute is granted. 

The author’s experience was that the poorer residents receive 
the Sanitary Inspector gladly, but that the owners of property 
hinder him in the performance of his duties. He was of opinion 
that the Chief Inspector should have power to give legal notice 
for the removal of nuisances. 

He suggested that a Union of Sanitary Inspectors should be 
formed under the auspices of the Sanitary Institute, composed 
of Sanitary Inspectors who have held that office for upwards of 
three years; the objects of the Union being the discussion of 
matters affecting their interests, to watch the working of the 
laws affecting County Councils and Local Boards, and to pro- 
mote such measures as may from time to time be deemed 
advisable. 

In conclusion, the author suggested that the meeting should 
adopt resolutions approving of such a Union, with the special 
object of securing a settlement of the question of superannua- 
tion. 
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The CHAIRMAN announced himself in favour of provision for the 
after years of Inspectors, but thought that it must be met by the 
Inspectors themselves contributing out of their salaries, by the Local 
Authorities paying an amount during the good behaviour of. their 
officers into the fund at command of the Local Government Board, 
and by the Local Government Board supplementing it by a grant 
from the Imperial Exchequer to enable the officials to retire comfort- 
ably after a certain number of years. 


Mr. J. Ospornn (St. Pancras) had been oe struck by the consensus 
of opinion which had run through the papers. They found that the 
status of the Inspector wanted considerable improvement, and they 
were agreed as to the way in which the improvement should take 
place. He had had considerable experience—over sixteen years—as 
a Sanitary Inspector, and he must say that the men he had come in 
contact with were never open to any bribery. The duties of Inspectors 
of Nuisances were certainly very varied, but in the President’s address 
he thought that that gentleman travelled a little beyond the duties 
and even the powers of a Sanitary Inspector. At the present time 
they had nothing whatever to do with the construction of the 
drainage, or the sanitary condition, of a house until it was occupied. 
In his opinion it was one of the great curses of their work that the 
construction of the drainage and sanitation in many districts at the 
present day was left to take care of itself. The jerry-builder 
employed a navvy, and he was the sanitary engineer, throwing 
in his drain and getting it out of sight as soon as possible. The 
British workman was the best in the world if his work could be 
seen, but if his work could not be seen he was certainly the worst. 
The construction of drains in new properties should be under the 
supervision of a practical sanitary officer, who should be respon- 
sible for their proper construction and be in a position to give a 
Certificate. With respect to the knowledge that was necessary for 
an Inspector previous to holding an appointment, he greatly believed 
in the officer being thoroughly conversant with the whole of the 
different sections of the building trade; unless, too, Inspectors had 
tenure of office made secure, there was a tendency to make = 
shirk their duties. 


The CHarRMAN moved a vote of thanks to the writers and readers 
of the papers. He gave expresssion to the hope that there would be 
an alliance of Sanitary Inspectors throughout the kingdom. 


Mr. Wasuineton Lyon seconded. He thought that the day was 
not far distant when the Sanitary Inspector would be looked upon 
as almost second to the Doctor. 


Mr. Srreers having replied, an acknowledgment of the valuable 
services of the Secretary (Mr. A. Perry) was made by the Chairman, 
and duly replied to. 
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THE SANITARY ASPECTS OF ELECTRIC 
LIGHTING. 


LECTURE TO THE CONGRESS. 


By W. H. PREECE, F-.R.S., M.Inst.C.E., &c. 
Electrician to the British Post Office. 





THE chief tendency of modern legislation in our British Parlia- 
ment is to improve the environments of the human frame, so 
that we may live, and move, and have our being with greater 
health to the individual, and greater prosperity to the nation. 
The cleanliness of dwellings, the drainage of towns, the removal 
of filth, the suppression of nuisance, have not only been specified 
but the inspection of the means to effect these objects and of 
their results are defined and insisted upon by Acts of Parliament. 
People often speak disrespectfully of our grandmotherly Govern- 
ment, but at least in this region of domestic legislation, the 
control it has exercised over the food we eat, the water we drink, 
the air we breathe, is of a true parental order, and deserves our 
unreserved admiration and respect. The Home Office and the 
Local Government Board act the part of a wise and economic 
head of the house to the nation, while each community has its 
own Local Board or Authority to carry out hygienic provisions, 
to enforce sanitary principles, to prevent infection, to stamp out 
disease, to sweeten labour, and to prolong life. 

I contemplated at one time submitting an historical summary 
of these features of sanitary legislation during the present 
generation, but not only would the task be very onerous, but it 
would be so lengthy that I should have very little time left to 
discuss the question set before me—the Sanitary aspect of 
Electric Lighting. 

The propositions that I propose to submit and to demonstrate 
to you are these :— : 

1. That electricity and light being analogous forms of 
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energy, the former is naturally the proper source of artificial 
illumination. 

2. That all other sources of artificial illumination being 
dependent on the absorption of oxygen, and resulting in the 
vitiation of air are injurious to health. 

3. That the same authority which regulates the sanitation of 
our dwellings and the supply of our food, should also control the 
purity of the air we breathe, and of the light we work by. 

Light, however it be produced artificially, is simply the 
equivalent of work that has been done elsewhere. Whether it 
be by the combustion of tallow or oil, by the burning of coal or 
of gas, by the glowing of a fine wire, or the formation of the 
brilliant arc, energy has been expended somewhere, to be 
transferred and reproduced in some other place in the form of 
hight. The great principle of the conservation of energy 
teaches us that the amount of energy in the universe is a fixed 
quantity, that it can be neither created nor destroyed, that it 
can only be transferred, and that any expenditure of energy 
—work done—anywhere is the equivalent of energy utilized 
somewhere else. ‘The rate at which this energy 1s expended is 
called power, and the amount of power which we foolishly call a 
horse-power, and which we roughly imagine to be equivalent to 
the power exerted by a horse in drawing a load along a road, is 
competent to produce an amount of light which is very simply 
measured, Our standard of light is the light given by a No. 6 
sperm candle, burning 120 grains per hour. Now the energy 
of one horse-power constantly expended will give by the aid of 

Tallow... ... the light of 6 candles. 
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The results to the air of these different modes of producing 
artificial illumination are well shown by the following Table :— 


Products of Combustion in developing 100 candles per hour. 

















: uantit Darbonts Water 
Tuminant. ee ee aa Vapour. Heat. 
lbs. Cub. ft. lbs. Calories. 

IBA OW ees ciescs teen excess shane 2°2 512 2°3 9,700 
NOTIN \icctnemdaaseRrcanarlecte: 1%, 41°3 2°0 7,960 
COTS he Jorg Bek oil chick abises ee 13 33'°6 1°8 * 7,200 
(FOB erect oats mote. vandhaoee 56 Cub. ft.|  40°3 2°5 12,150 

0 257 


Bleetricrtye 7. Sc.ccsnessnese- (Coal) 2°2 lbs. 0 


SANITARY ASPECTS OF ELECTRIC LIGHTING. 269 


Thus we see how very much more efficient electricity is than 
any other agent for the production of light. 

The tendency of the teaching of the present day, is to show that 
the transmission of light waves and of electrical undulations, is of 
the same character and at the same speed. Clerk Maxwell by 
theory, and Hertz by experiment, have placed this beyond doubt. 
A current of electricity passing through a fine filament, first raises 
its temperature, and then as the current is increased in strength, 
it glows brighter and brighter until finally it is disintegrated 
and dissipated with great brilliance, and the light disappears. 
There has been no chemical consumption of material. The 
passage of the current has resulted in light, and light seems to 
have been the natural sequence of the flow of electricity. 
Energy has however been developed somewhere. There is a 
boiler for the production of steam, an engine for the application 
of power, a dynamo for the formation of electric current. 

Gas has to be extracted from coal, purified in gas works, 
distributed through pipes, and chemically combined with the 
oxygen of the air in jets or burners. 

The simple candle, however, is its own gas works. We 
simply apply a match and the flame itself becomes boiler, 
engine, and light emitter combined. 


In all cases, therefore, we have to consider— 
(a) The source of energy. 


(6) The distribution of energy. 
(c) The utilization of energy as light. 


The sources of energy at our disposal are— 


Wind. 

Water. 

Coal (steam). 
as. 

Mineral oil. 


The inconstancy of the wind in our climate renders it inap- 
plicable for the steady and constant supply of power required 
for artificial illumination. 

Water, on the other hand, is an unfailing source of power in 
some countries, but the quantity required to produce even small 
effects is opposed to its use anywhere but in mountainous or 
hilly districts where it is abundant. It requires a quarter of a 
ton of water falling one foot per second to produce one horse 
power, or falling ten feet to produce ten horse power. If we 
wish to maintain ten ordinary electric glow lamps alight for five 
hours with a fall of ten feet we should require 100 tons of 
water per hour, or 500 tons altogether. 
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At Keswick, in Cumberland, a central station has been 
established, which is worked by a fall of twenty feet of the 
water of the river Gr eta, generating fifty horse-power by means 
of aturbine. At Portrush, in Ireland, a fall of twenty-six feet 
generates currents that work a tramway to the Giant’s Causeway. 
Many private houses in Scotland are so lighted. 

There are innumerable places in the United Kingdom where 
this power is being allowed torun to waste. ‘The non-utilization 
is due probably to ignorance, and ignorance as much as indif- 
ference is the great obstruction which all new industries have 
to overcome, even when practicability and economy are almost 
self-evident. 

The power of running streams and of the tides is used in 
some countries for grinding corn, but the power utilizable is 
small, and no practical means have yet been introduced to 
employ them for small installations of electric lighting, though 
busy minds are actively engaged on this neglected field. 

Steam and therefore coal becomes in all comparatively flat 
countries the principal source of power, while for small instal- 
lations, gas and mineral oil are extremely convenient cleanly and 
economical suppliers of energy. Indeed, gas as a source of heat 
is coming more and more into use, and if a cheaper form 
of gas, such as water-gas.were distributed for fuel purposes— 
as it probably will be in the future—it would solve the difficulty 
of the transit of coal, and prevent the possibility of that nuisance, 
the formation of smoke in the midst of shops and dwellings. 

The power that is thus expended is employed in developing 
electrical energy. Motion is imparted to coils of copper wire in 
a field of magnetism, and a certain resistance has to be over- 
come when the lines of force in this field are cut by the wire; 
the energy of motion is absorbed, it takes the form of elec- 
tricity, and as an electric current it can be transmitted to a 
distance, and there utilized. The amount of energy which is 
found in the form of currents is that delivered by the belt of 
the engine to the dynamo, less a small amount wasted in fric- 
tion and in heat in the metal of the dynamo; but this is so 
small that it is a common thing now to obtain dynamos with 
an efficiency of 94 per cent. that is, 6 per cent., only of the 
power applied to it is lost as heat in the dynamo itself. 

If a child has a skipping rope made of copper wire and, 
with its face turned due North or South, it skipped, the rope 
would cut the lines of magnetic force of the earth in the 
proper direction, the rope would experience resistance, energy 
would be absorbed by the rope, and electric currents would 
be developed from hand to hand of the child. The child 


thus becomes an animated dynamo. The lines of force of 
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the earth flowing North and South are cut twice in each 
revolution of the skipping rope, but alternately in opposite 
directions. Hence the currents generated are alternately flow- 
ing in opposite directions, and the child becomes an alternate 
current dynamo. It is a very simple thing to straighten these 
currents and to make them flow continuously in the same 
direction, and to convert these alternate effects into continuous 
currents flowing in the same direction. 

Now, all electric currents require an electro-motive force, or 
a difference of electric pressure to drive them through the 
resistance of metallic conductors, in the same way that water 
and gas require pressure to drive them through pipes. This 
electro-motive force in the case of the skipping-rope is very 
minute, because the oy of the earth’s magnetic field is 
very small (it is only 5,4,,;th of the field of an ordinary 
dynamo), the motion of the rope is comparatively slow, and 
there is only one cutting conductor. If we increase the num- 
ber of conductors, their speed, and the strength of the field, 
we can magnify the electric pressure to any amount. 

All new ideas require new names to indicate them, and if they 
are new quantities capable of measurement, they require new 
units to compare them with numerically. Difference of electric 
pressure is called voltage, and the unit of comparison is a 
volt. The skipping rope develops only a very small fraction, 
about qyppth of a volt. There are now dynamos at Deptford 
which will generate 10,000 volts, and a flash of lightning is the 
result of perhaps millions of volts, The human frame is very 
sensitive to voltage, 50 volts is scarcely perceptible, 100 volts 
vive a distinct though slight shock, 500 volts are painful, and 
1,000 volts might probably under certain circumstances kill a 
man, 10,000 volts if effective through the whole frame would 
certainly destroy life. We have recently read of a deplorable 
attempt in the United States to utilize this power for the 
execution of criminals, an attempt surrounded with sickening 
horrors, the result of the ignorance that exists at present as to 
the effects of electricity on “the human frame. 

The unit of electric current by which measurements are made 
is called an ampere. Uf an ampere be circulated around a 
bar or ring of iron, it will magnetize it with a definite amount 
of magnetism dependent on its dimensions and quality. 

If it be transmitted through a bath of nitrate of silver, it will 
deposit four grammes of silver per hour. If it be driven 
through a fine filament of carbonized cotton six inches long, 
such as Edison and Swan use for their glow lamps, by an 
electromotive force of 100 volts, it will develop a brillant hight 
of 32-candle power. 
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The actual energy conveyed by the current is measured by 

the product of the volts and amperes, and this measures the 
rate at which energy is being transmitted or expended. The 
unit of measurement is called the watt, which is a much more 
scientific and accurate unit of power than the absurd horse 
power that has become so rooted among our engineers. A man 
in pumping expends about 50 watts; in rowing a race he 
expends about a 100; in running rapidly up-stairs he expends 
500 watts for a few seconds; a horse drawing a load on a level 
road expends about 500 watts. The so-called horse power is 
746 watts. An ordinary arc lamp consumes 500 watts, and an 
electric tramcar going at seven miles an hour on an average 
tramway, requires a mean power of about 3000 watts. 
_ Electrical energy is measured and paid for in 1000 watts or 
in kilowatts delivered per hour. A kilowatt-hour is called the 
Board of Trade unit of electrical energy, and it is defined in all 
Provisional Orders confirmed by Act of Parliament, thus: 

“The expression ‘unit’ shall mean the energy contained in 
a current of one thousand amperes flowing under an electro- 
motive force of one volt during one hour.” 

This Board of Trade unit has not yet received a name. I 
have proposed to call it a Bot, from the initial letters of the 
Board of Trade, but there is generally a very strong aversion 
to a new name, however much it may be wanted, and we have 
during the past few years had a plethora of new names in 
electrical science. 

One Board of Trade unit will keep an ordinary 10-candle 
power glow lamp alight for 30 hours, or it will keep 30 of such 
lamps alight for one hour. In Newcastle this energy costs 
4id., in Liverpool 6d., in London 7id., and in most other 
places 8d. Taking the cost at 6d., a 10-candle power glow 
lamp would cost one-fifth of a penny per hour, which is the 
cost of a 5-feet gas burner at 3s. 4d. per 1000 cubic feet. 
There is thus very little difference between the price of gas 
and that of electricity. 

The output of a dynamo is measured in watts, and, as the 
number of watts in ordinary dynamos is necessarily numerous, 
the kilowatt, or 1000 watts, is the unit employed. Thus, a 
dynamo of 100 kilowatts developes energy equivalent to 134 
horse power, and as, for ordinary purposes, the ratio of the 
power utilized as electric current to the power indicated in the 
cylinders of the engine may be taken at 80°/,, it will follow 
that it will require 160 horse power to drive such a dynamo at 
full load. 

The relations between mechanical and electrical measure- 
ments are thus very simple and wonderfully accurate. 
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100 kilowatts, or 100,000 watts, deliver sufficient energy to 
illuminate 3,000 10 c.p. lamps, and one of the most difficult 
problems which the electrical engineer has to solve is to design 
the best and most economical method of distributing this energy 
over an extended area. If the distribution be confined to one 
big building, like the Pavilion in Brighton, or the Post Office 
in London, the solution is simple. If it be over a widely scat- 
tered district, like Croydon, Wimbledon, or the districts of the 
great vestries of London, the solution is complicated. Every 
district must be governed by its own conditions, and be con- 
trolled by its own environments. 

There are several modes of distribution under high pressure 
or low pressure ; by means of alternate currents or of continuous 
direct currents; by two wires or three wires or five wires. Then 
again, the supply may be for light or motive power, for street 
lighting, or for private lighting. If it be by high pressure, say 
of over 300 volts, then, as such pressures cannot be admitted into 
our houses, there must be a reduction of this pressure to the safe 
and ordinary 100 or 50 volts by means of alternating trans- 
formers or of secondary batteries. 

The ruling guide is of course economy. A certain number 
of kilowatts are generated in the central station, at a price per 
hour that is easily obtained from the coal bills, the stores list, 
and the wages sheet. A certain proportion of this energy is 
delivered to the consumers, and paid for by them by meter or 
by contract. A certain proportion is lost:—wasted as‘ heat in 
the apparatus and conductors. What is the proportion between 
the energy paid for, and that generated by the central station? 
What is in fact the efficiency of the system? It is difficult in 
the present tentative and youthful condition of the industry to 
obtain a true answer. Most central stations are in their pioneer 
condition. I have however, examined the figures of certain well 
known systems, from which I gather that we may estimate the 
following efficiencies as fairly practical :— 


Low pressure— 


Efficiency. 
Continuous direct current......... 90 per cent. 
High pressure— ) 
Alternate current ..... Meeouea wecaals OOF -#s 
Direct current: battery 61.6. 60.5..90"°'",, 


In fact, one Company—the St. James and Pall Mall—working 
on the low pressure system, have on the first half-year of 1890 
secured a return of 94-3 per cent. on the energy delivered, while 
another company, working on the high pressure battery system, 
secured only 29 per cent. 


S 
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In January of this year, at the Kensington Court Central 
Station, working at low pressure, 25,893 bots were registered 
and paid for, as against 28,291 generated and distributed, 
representing an efficiency of 92 per cent. At Dacre Street, 
Westminster, also working at low pressure, in the quarter 
ending June 24th—the summer and lowest quarter—the effi- 
ciency was 84:4 per cent. At the House of Commons the 
efficiency has been 89:8 per cent. 

A simple way of looking at the matter is to find out the coal 
consumed per bot paid for by the consumer. It comes out— 
low pressure, ...c...8 ones 9 Ibs. 

Bligh pressures. ceseca.5 008 17 lbs. 

It is worth noting that it would require 38 lbs. of coal dis- 
tilled in the gas works to produce the same light by means of 
the ordinary fish-tail burner. . 

The misfortune is, that the low pressure system is applicable 
only to confined and restricted districts. It involves the use of 
such heavy conductors, that as the district increases in extent, 
the weight of copper required varies as the third power of the 
radius of the area served. While with the high pressure 
system the weight of copper required diminishes with the 
pressure used. 

It must however be recollected that the use of high pressure 
involves the use of very highly insulated conductors, and there- 
fore what is saved in copper may be expended in insulation. 
The question that decides the economic use of high or low 
pressure is the distance or length of mains and feeders, when 
the difference between 17 and 9 lbs. of coal (or a penny per 
bot) is swallowed up in interest on capital and waste of energy 
in the heavy conductors required by the low pressure system. 

The consequence is that while compact areas, covered by a 
radius of half a mile, are best served on the low pressure 
system, those supplied beyond a radius of one mile can be 
served economically only on the high pressure system; while 
the intermediate range is to be considered simply with reference 
to its own requirements and its own conditions, such as the 
supply of water and of coal, the convenience of water and rail- 
way carriage, the value of land, the demand of residential 
districts, and of manufacturing and business quarters. Each 
district must therefore be dealt with on its own merits. 

In London at the present moment several different systems 
are being used or installed for very similar districts. Thus we 
have the alternate current transformer system at Brompton, 
St. Martin’s, St. Giles, and the various portions served by the 
London Electric Supply Association, the high pressure battery 
system in Chelsea, the low pressure system aided by secondary 
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batteries to regulate pressure and to maintain the supply of 
energy during the small hours of the morning, or when breaks- 
down or cases of emergency arise, in Kensington, Westminster, 
St. James’s, Notting Hill, and St. Pancras. The proper system 
to be used is therefore still in a tentative condition. 

The great question that divides the merits of the high and 
low pressure is that of safety to person. Grossly exaggerated 
accounts of accidents in America have seriously prejudiced the 
public mind against the high pressure system. If people only saw 
for themselves the conditions that surround the distribution of 
electricity in the United States, they would not be surprised at 
the accidents that have happened—they would wonder at their 
being so few. Poles are frequently carried down the principal 
streets of the towns carrying open telegraph, telephone, fire 
signal, and electric light wires, all together on the same support, 
without any particular rules or regulations. A lineman who 
ascends a pole to attend to a telephone wire is very apt to touch 
suddenly an electric light conductor. He receives a shock, and 
is thrown down perhaps on the ground and killed, or perhaps 
among the other wires, where he may be probably burnt or 
- otherwise injured. 

Such things are impossible in England. Mains and conduc- 
tors must, by legislation, be placed underground in all towns; 
but where they are for local reasons placed overground, they 
are subjected to carefully prepared rules and regulations, and 
to watchful and constant inspection. A high pressure con- 
ductor would certainly be dangerous if it were handled, but it 
should never, under any circumstances, be so placed as to be 
in a position to be touched by anyone but the skilled technical 
men who have the charge of its maintenance. There is no case 
on record of anyone being hurt on a well designed underground 
system. 

The great hygienic advantage of the electric light when 
illumining our dwellings and our workshops is not that it puri- 
fies the air, but that it prevents the air from being vitiated by 
the introduction into it of the products of combustion, such as 
carbonic acid, carbonic oxide, sulphurous-acid, &c., it prevents 
the air from being weakened by the abstraction of oxygen, and 
it prevents it from having its temperature raised by undue 
radiation, and by throwing into it heated gases. 

While legislation and the greatest possible stringent regula- 
tions have been drawn up to prevent the adulteration of food 
and the poisoning of water, scarcely any attention has been 
devoted to the prevention of the admission of noxious gases and 
poisonous vapours into the air of our habitations. Carbonic 
oxide is a poison of the deadliest character, and gas jets are 
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freely used which deliver copious discharges of this dangerous 
gas into the atmosphere of our rooms. If we were consistent in 
our legislation, we ought to forbid the use of any burner which 
thus poisons the air. A man at rest exhales ‘00424 cubic feet of 
carbonic acid gas (CO,) and °1189 cubic feet of air per pound 
weight per hour, while a gas jet burning 5 cubic feet of coal gas 
exhales 4 cubic feet of CO, The maximum proportion of CO2. 
to air consistent with health is 6 volumes in 10,000, 10 volumes 
affect the heart, and 30 volumes produce headaches. Rheuma- 
tism, bronchitis, and other ailments proceed from higher pro- 
portions. In fact, 5 cubic feet of gas requires 8,000 cubic feet 
of pure air per hour to maintain it healthy. The electric light 
requires no such provision. 

That the electric light is a powerful element of health is 
evidenced by the fact that those who use it not only feel all the 
better for its introduction, but their appetite increases, and their 
sleep improves, and the visits of the doctor are reduced in 
frequency. Workpeople work all the better, and absences from 
illness are far less frequent. In the Savings Bank in Queen 
Victoria Street, London, where 1,200 persons were employed, 
the absences from illness were so far reduced, that the extra 
labour gained paid for the electric light. In Liverpool and 
many other places the same result has been observed. 

The influence of artificial light on the eyes has a very impor- 
tant sanitary bearing. Why is it that there is so much short- 
sightedness in the present day? Is it due to our mode of 
producing light? Some assert that the injury to the eyes is 
due to the heat rays and not the light rays. If that be so the 
electric light must be much less injurious than any other. On 
the other hand, no one can have experimented with arc lamps 
without having had his retina painfully affected, which leads 
one to think that the ultra-violet rays have some influence. 
No one has, however, ever complained of the influence of a 
steady glow lamp upon the eyes, and it is possible to read and 
to write for many hours by such a light without experiencing 
the least fatigue. 

The electric current is not altogether free from being a cause 
of fire, and though its use is by no means very general, still it is 
used sufficiently to make itself felt as an element of danger in 
this respect. The following table shows the number of fires 
in London which can be traced to the different methods of 


hghting :— 1887, 1888, 1889, Total. 
Lamps? s.ac 4a SES ach R20. ag EE Oe 
Gas cae abe VRCSI 2S, VOT Ye ee O0L Sie eoos 
Candlesies-i.c 0 142" ay BAB Gees 498 
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The progress of the electric light in our homes has been 
much more rapid in England than in any other country, but its 
employment for street-lighting, for shops and manufactories, 
has been infinitely more rapid and extensive in the United 
States than with us. In America the growth has been enor- 
mous. There are now 250,000 arc lamps, illuminating the 
public streets and shops, and 3,000,000 glow lamps in dwellings, 
stores, and workshops. 

The following Table shows the development of the Berlin 
Central Stations :— 


Effective Horse-Power. 





Station. 















































When ~ 
1884 | 1885 | 1886 | 1887 | 1888 | 1889 | Com- 
pleted. 
Friederickstrasse ............ 300 | 300 | 300} 300} 300] 300 | 300 
Markegrafenstrasse............ ... | 1000 | 1000 | 1000 | 2400 | 2400 | 3100 
IMAQUETSEFASSO: «256, .00snerr0s se doo 500 | 1250 | 1250 | 2950 | 4950 
Spaudauerstrasse ............ ws oe Ss ae ... | 2000 | 4000 
Sehifibauerdamm ............ ens ies bi wd ... | 1000 | 6000 
ADOC ol cciscase dsinesivmcc'et 300 | 1800 | 1800 | 2950 | 3550 | 8650 | 18350 

16 c.p. lamps, or equivalent) 2500 | 4600 [13229 |24660 [34750 
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Kilometres of cable ......... sh 


The progress in England has been very much checked by 
inordinate speculation and by terrible failures in some of the 
earlier work done. There is something very captivating in the 
practical applications of electricity, and something romantic in 
its mystery. The neophyte has rushed into it with remark- 
able fervour, and the lessons of failure have in consequence 
been very severe. The users of the light have also been paying 
heavily for the education and experience of amateur tradesmen 
and inexperienced contractors, and have neglected to avail 
themselves of the professional services of the experienced 
electrical engineer. People who would not build houses without 
the architect, nor construct bridges without the engineer, nor 
make their wills without the lawyer, rush wildly into the use 
of electricity without any professional assistance, where, above 
all things, experience and knowledge are essential to prevent 
disaster and disappomtment. Large installations have been 
completed without specifications to guide the contractor, and 
without inspection to see that the work has been properly done. 
The user has paid violently for his temerity, and fires and 
accidents have been the result. ‘The heavy price of wiring 
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a rented house, and the expensive character of the fittings 
proposed, have deterred many from adopting the light, even 
when it is within their reach. Highly insulated wire is unfor- 
tunately expensive. All cheap wires are nasty and dangerous. 
There is nothing that becomes the electric light better than 
simplicity, and its effect is frequently marred by elaborate brass 
work. It possesses also most active and widespread opponents, 
both in oil and gas—opponents who have benefited by its 
introduction, and who are not slow to profit by its advance. 
The improvements in gas and oil lamps are as marked as the 
advancements in electric light, and as means of artificial illumi- 
nation alone—that is as far as light-giving power is concerned 
—there is little choice between the three, but oil and gas 
cannot lose those elements of discomfort and ill-health which 
differentiate them from the cool and pure glow lamp. 

A very important question arises for discussion. Legislation 
has slipped in to place the virtual control of the supply of 
electrical energy in the hands of the local authority of the 
district to be served. Is this supply to be the result of the 
capital of private enterprise, or is it to be effected by raising 
money on the security of the rates ? 

It is argued that the supply of electricity being a purely 
commercial undertaking, it should therefore be carried out by 
a limited liability company. The Acts of 1882 and 1888 do 
not encourage monopoly, but rather court competition, and com- 
petition attracts capital. Competition properly regulated and 
controlled secures economy in supply, and certainly enforces 
economy in working, while it encourages improvements, and 
induces perfection of apparatus and novelty in processes. These 
arguments are plausible, but are easily refuted by those who 
desire to uphold vested monopolies. Direct competition always 
means ultimately enhanced cost to the public, for the same 
public has to pay for double plant, and each competitor only 
gets half revenue. 

The supply of light is in precisely the same category as the 
supply of water or the supply of gas, and the days have certainly 

assed when the public will tamely submit to the transference 
of their right to such vested interests as those of water or gas 
companies. : 

It is very easy to argue pro or con on each side. The local 
authority has to regard the security of traffic, the safety of 
person, the repression of crime, and the proper supervision of 
the premises of its ratepayers. It is the custodian of the public 
interests. It has to control the health, cleanliness, comfort, and 
beneficial sanitation of its habitable dwellings. It therefore 
must secure the best light, and if it can do this, and at the 
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same time relieve the rates which are generally creeping up to 
dangerous dimensions, then its action would be wise and econo- 
mical. But it would be entering into commercial rivalry with 
an active competitor—the Gas Companies; and its commercial 
control by such a shifting authority as a committee of a Town 
Council or of a Local Board, subject to the changes of political 
warfare—to the vagaries of press dictation, and to the fear of 
November elections—is a very doubtful proceeding. On the 
other hand, in many instances, such bodies have successfully 
dealt with the water question, the tramways, and even with 
the gas. In fact, one-third of the gas capital (21 millions) 
in this country is in the hands of 173 Local Authorities, 
and more than half a million of profits go to the reduction of 


’ rates. 


Bradford has already grappled with the question. It has 
established a central station for the supply of the electric light. 
Brighton, St. Pancras, and Bristol are doing the same, and 
many other places are following suit. They are shying at the pro- 
bability of handing over their districts to a speculative company, 
with a virtual though not a legal monopoly, to supply electrical . 
energy for 42 years. Many corporations contemplate a middle 
course. ‘They have obtained the power for themselves, but they 
have farmed for shorter terms the right of supply to private 
enterprise, which can do what they are afraid to do, viz., specu- 
late and experiment. The Board of Trade has sanctioned and 
facilitated such a transfer of. statutory rights. 

It is surprising that Gas Administrations in England have 
not been more enterprising in developing Electric Lighting. 
In Vienna, Rome, and Stockholm the Gas Companies have 
established Central Stations, and the progress of the industry 
in those cities is very great. The proper function of gas is to 
supply heat, not light, and as a source of power it has a future 
more brilliant than its past. If it could be supplied as fuel it 
would remove the troubles of coal transit and storage, of ash 
and dust removal, of smoke and of stoking. It has even been 
shown that it is cheaper to convert coal into gas on the spot, 
and to use the gas as the source of power, than to apply the 
coal direct for the production of steam in boilers. The waste 
of energy in the use of coalisenormous. ‘The energy contained 
in one pound of coal if burnt in one hour is theoretically suffi- 
cient to supply 5°6 horse-power for that hour. The best 
practical result yet obtained by the steam engine is scarcely one 
horse-power. , 

The electric light is unquestionably the light of the future. 
Its use is advancing with leaps and bounds. Not only is it 
naturally the proper source of light, but economically it must 
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eventually supplant its rivals. When electrical energy is 
generally distributed through our towns, and its supply is con- 
tinuous, and properly controlled, so that it is always within the 
reach of all; and when means can be devised to wire up houses 
as cheaply as they are now fitted for gas, everyone will take it, 
not alone for its beauty, but because it is, above all, a source of 
health and comfort. 
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WORKING HOURS FOR WORKING MEN. 


ees 


LECTURE TO WORKING CLASSES. 


By B. W. RICHARDSON, M.D., F-.R.S. 


Dr. RicHARDSON brought the work of the Congress to a close 
by delivering a lecture to the working classes. Choosing for his 
subject, “ Working Hours for Working Men,” the Lecturer 
opened by expressing regret that at such congresses as these the 
working classes could not take an active part throughout with the 
other members, and he anticipated the day when this would cer- 
tainly be done. He then proceeded to treat on work as every 
man’s portion, and on the value of work, not only as a fact, but 
as an idea, provocative of good results even from the humblest 
worker. Next he dwelt on the will in relation to work, and 
coming to the apportionment of work in relation to hours of 
work, from a sanitary and health point of view alone, he fixed 
on the period of eight hours as an excellent standard of time, 
not absolute, because quality of work varied so much, but as a 
fair average. ‘The reason why such a standard is not followed, 
is not so much the fault of the employer or employed, as of the 
public at large, which continually, in the most exacting manner, 
makes hard workers keep long hours really for no useful purpose 
whatever. One part of the great reformation in hours of labour 
should therefore begin by lessening the demand for long hours 
through all classes of the community. Bodily powers and hours 
of work then came under review, in which review it was first 
shown that, whether he will or not, every man has to perform 
an amount of work which is rather startling when it is fully 
computed. Thus the work performed by the heart of a man 
every twenty-four hours, equal to the task of raising one 
hundred and twenty-two tons one foot, is of itself a striking 
illustration of work that must be done. This was followed by 
a description of added work thrown upon the body by daily 
labour; and here it was indicated that it is not usually the case 
that work injures by being thrown on the body as a whole, but 
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by its being thrown upon one particular part or organ of the 
body, which thereupon wears out first, and is the cause, by its 
failure, of premature death. From the same circumstance certain 
occupations wear out life much sooner than others, and in these 
limitation of hours of work ought always to be insured. Three 
classes of work are of special moment: (1) where with bodily 
exertion the intensest watchfulness is demanded—example, the 
railway engine driver ; (2) where the work is one continued grind 
and monotony—example, the postman; (8) where the work is 
excessively hard, as in pile driving, by which the full natural 
work of 240 foot tons per day may be raised to a third more. 
Dr. Richardson also noticed occupations in which the body, 
while at work, is in a bent position. In every such instance the 
period of eight hours for work is the maximum, and is often too 
long. In other occupations where work is intermitted or is very 
light, although hours may seem long, the labour may not be 
hurtful. In essence the argument went to show that for health’s 
sake work ought to be measured out according to the strain 
which it puts on the body or the mind, or on both together ; 
and the lecturer’s contention was that work might be measured 
out on the principle of adapting this application of the powers 
of man to his proper working necessities. 

Some objections which might be made to the arguments that | 
had been advanced were next stated and met: such as the 
objection that man is not a mere machine; that some luxuries, 
like indulgences in alcoholic drinks, may wear out more deter- 
minately and rapidly than the hardest work; and that many 
men who have no occasion to work injure themselves by physical 
pleasures and labours quite as much as those who work for their 
bread. The objections were admitted in so far as results might 
be concerned, but it was urged that between these self-imposed 
means for shortening life and the work which is inflicted by 
assumed necessity during daily working-class labour there is 
no necessary connection whatever. — 

To the varieties of wearing labours to which reference had 
already been made, Dr. Richardson added several others, and 
supplied a number of facts showing how under many occupations 
specified life was necessarily shortened. He showed also how 
in the same occupation, that of the blacksmith for example, the 
value of life is reduced by the addition of hours of extra work 
to hours of ordinary and fair work. 

The latter part of the lecture was devoted to the subject of 
relaxation of work, days of rest and of recreation—holidays. 
The necessity for full recreation was strongly insisted on. Of 
all things, Sunday ought to be retained as a day of rest from 
labour, not in the fashion of the Jewish Sabbath, nor in the 
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stern Puritan fashion, but as a day of pure and rational rest, 
with change of mind as of body from the common toils of the 
week to communion with the Lord of Nature in all His works 
and ways, and through those who present the beautiful in 
nature with the greatest art and greatest purity. With an 
eight hours system of labour, there must be introduced a better 
system of recreation during week days, in which good music 
must play a first part. Dr. Richardson repudiated in toto the 
notion that working men and women were not wishing for 
better and healthier pleasures than any they had up to this 
time enjoyed. ‘To them recreation has never yet come in good 
form, but it will come in good form with the effect of lightening 
the pressure of common labour, by inducing new labourers to 
enter the wider fields of art and learning for the instruction 
and entertainment of the people. 

Bank holiday formed the last topic, on which debatable 
subject Dr. Richardson broke new ground. He contended that. 
bank holiday, from its crush, its shortness, and head over heels 
character, and with its entire dependence on the weather for 
pleasure or pain, ought to be revised, and that working men 
and women, like those of other classes, should have their longer 
vacation at convenient times or as they required it for the 
recreation and health of them and their families. 

Touching the whole question of labour, an example bearing 
to millions of minds a meaning as beautiful as it is forcible 
requires to be set. The yoke must be made easy, the burden 
light, before the healthy working heart can beat out to its full 
days ‘the healthy body and the healthy mind. 
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OBJECTS OF THE INSTITUTE, RULES FOR THE 
ADMISSION OF MEMBERS, &e. 


The Objects of the Institute are: To promote the advance- 
ment of Sanitary Science in all or any of its branches, and to diffuse 
knowledge relating thereto. 


Examinations are held, and Certificates of Competency in ~ 
Sanitary knowledge are granted. The Examinations are held in 
London and also in Provincial centres, and as at present arranged, 
are adapted for Local Surveyors and Inspectors of Nuisances. 


Courses of Lectures and Demonstrations for Sanitary Officers, 
specially adapted for Candidates preparing for the Institute’s Exami- 
nation for Inspectors of Nuisances, are held twice a year preceding 
these Examinations; a nominal admission fee is charged for each 
course. 


A Congress for the consideration of subjects relating to Hygiene, 
and an Exhibition of Sanitary Apparatus and Appliances, are usually 
held annually by the Institute. 

Fellows, Members, and Associates are entitled to attend all meet- 
ings and Congresses of the Institute, and to take part in the dis- 
cussions, and have free admission to any Conversazione given by the 
Institute, and to Exhibitions of Sanitary Appliances held in connection 
with the Institute, so long as they continue to pay their Subscription. 

Holders of Half-Guinea Congress Tickets are entitled to the use of 
the Reception Room in the town of meeting, and to admission to the 
Presidential and other Addresses ; to all the Meetings of the Congress 
to the Exhibition of the Institute; and to any Conversazione given 
by the Institute. 

At the Congress many valuable papers in connection with Sanitary 
Science are read and discussed, and are printed in the volume of 
Transactions, which volume also contains a Report upon the Exhibi- 
tion of Sanitary Apparatus and Appliances held in connection with 
the Congress. 


Sessional Meetings of the Institute are held in London from 
time to time, for the reading of papers and for discussions upon 
subjects connected with Sanitary Science. 
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Lectures and Demonstrations for Medical Men, on subjects 
relating to Hygiene, are given in the Summer months. 


Lectures on Domestic Hygiene, specially intended for Ladies, 
are given during Lent. | | | 


The Parkes Museum, which is maintained by the Institute, 
contains a great variety of the most approved forms of apparatus 
and appliances relating to health and domestic comfort—for instance, 
the drainage of the Museum itself has been planned by Mr. Roaurs 
FIELD, M.INST.C.E., and Professor W. H. CoRrFIELD, M.A., M.D., and 
has been arranged so as to be open to inspection; by which means 
a practical illustration is afforded of one of the best methods of over- 
coming difficulties commonly met with in the drainage of town houses. 


There is a continuous water supply, and about forty of the most 
approved forms of Sanitary Apparatus, consisting of Closets, Water 
Waste Preventers, Flush Tanks, &c., are arranged in a separate 
corridor, and may be seen in operation. 


Various forms of Drain Pipes, Soil Pipes, Disconnecting Apparatus, 
and Models of Systems of Drainage, are on exhibition. 


Numerous methods of Ventilation and Warming are exhibited. 


Stoves, Fire-places, and Gas Stoves, which combine recent Hygienic 
improvements, are in use in the Museum, and others are on exhi- 
bition. Cowls and Terminals for Chimneys, Air Shafts, and Drain 
Ventilators, are on view. 


Various gas-lights, arranged to prevent the products of combustion 
from mixing with the air of the room, are in use in different parts of 
the building. 


Specimens showing methods of, and materials for, house construc- 
tion, as well as materials applicable to the treatment of walls, floors, 
and ceilings are exhibited, together with Models and Plans of Dwel- 
lings, Hospitals, and other buildings. 


The Museum contains an admirable collection illustrating the con- 
stituents and preparation of food, arranged by Mr. Tuomas Twinine, 
of Twickenham. 


Professors of Hygiene are allowed the use of the Museum for 
Demonstrations to their Students. 


In order to preserve the Educational character of the Museum, it 
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is essential that the Council should be continually adding new inven- 
tions to the collection, and as the space is limited, it is necessary for 
them to retain the power of changing the exhibits from time to time ; 
this precludes any charge being made to exhibitors for space in the 
Museum. 


There is a large Library of Sanitary Literature, which ‘con- 
tains, in addition to standard works on Sanitary Science, a collection 
of Reports of Medical Officers of Health over the whole country ; 
and a Reading Room supplied with the principal Sanitary periodicals, 
both home and foreign. 

The Council earnestly request authors of works on Hygiene and 
the allied Sciences to present copies of their books to the Library. 

The Museum is open daily from 10 a.m. to 6 p.m., and on Mondays 
to 8 p.m., and is free to the public except when Lectures or Meetings 
are being held. The Library and Reading Room are open daily 
from 10 a.m. to 6 p.m., for the use of Members, Associates, and 
Students. 


Members are elected by ballot by the Council. The Admission 
Fee payable by a Member is £3 3s., and the Annual Subscription 
£2 2s. 

Any person elected a Member who shall either be a Medical Officer 
of Health, or have from some Examining Body a Sanitary Science 
Certificate (the sufficiency of which Certificate shall be recognised by 
the Council), or be both a Surveyor having his appointment from 
some Parliamentary Sanitary Authority and a Member or Associate 
Member of the Institution of Civil Engineers, or hold the Certificate 
of the Sanitary Institute of Great Britain or of this Institute, of 
competency for the appointment of a Local Surveyor, shall pay the 
smaller Annual Subscription of £1 1s., and shall be exempt from the 
payment of any Entrance Fee. 

Members desirous of becoming Life Members may do so on payment 
of £21, in lieu of the Annual Subscription. 


Fellows are elected by the Council from the Members of one 
year’s standing, on one or other of the following grounds :— 

1. That he is an eminent man of science. 2. That he is a person 
of distinction as a legislator or an administrator. 3. That he is a 
person who has done noteworthy sanitary work. 


Honorary Fellows.—Foreigners distinguished in connection 
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with sanitary science can be elected by the Council. Honorary 
Fellows are not corporate members of the Institute. 


Associates are elected by ballot by the Council. The Admission 
Fee payable by Associates is £2 2s.,and the Annual Subscription £1 1s. 


Associates who, at the time of their election, shall either have 
received the Certificate of the Sanitary Institute of Great Britain or 
of this Institute, of competency for the appointment of Inspector 
of Nuisances, or who have held the appointment of Inspector of 
Nuisances in any district at the date of the incorporation of the 
Institute, shall pay the smaller Annual Subscription of 10s. 6d., and 
shall be exempt from the payment of any Entrance Fee. 


Associates are not Corporate Members of the Institute. 


Forms of application for admission to the Institute, and the 
Examinations ; and all further information can be obtained from the 
Secretary. i 





The Following Arrangements have been made for the Session, 1894. 


Sessional Meetings for Communications and Discussions on 
Sanitary Subjects, Wednesdays, February 11th, March 11th, and 
April 8th, at 8 p.m. 


Lectures and Demonstrations for Sanitary Officers, specially 
adapted for Candidates preparing for the Institute’s Examination 
for Inspectors of Nuisances. Two Courses each of Sixteen Lectures 
on ‘Tuesdays and Fridays at 8 p.m., the first commencing on January 
30th, and the seeond on October 6th. 


Examinations for Surveyors and Inspectors of Nuisances :—or 
Dates and Towns in which they are held, see page 289. 


Lectures on Domestic Hygiene, specially intended for Ladies. A 
Course of Four Lectures on Tuesdays and Fridays at 3 p.m., com- 
mencing March 3rd. | 


Ordinary General Meeting‘for 1891, Tuesday, March 17th. 
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EXAMINATIONS IN SANITARY SCIENCE FOR LOCAL 
SURVEYORS AND INSPECTORS OF NUISANCES. 


BOARD OF EXAMINERS. 


Chairman. 
PRor. W. H. CoRrFIELD, M.A., M.D.OXON, F.R.C.P. 


Registrar. 
G. J. Symons, F.R.8. 








R. W. Pernerine Brecu, M.1nst.c.£.. | Louis PARKES, M.D., PUB. HEALTH 


A. WyntirR BLYTH, M.R.C.S. CERT.LOND. 

H. Percy BovuLnois, M.INST.C.E. Pror. H. RoBINSON, M.INST.C.E. 

Str Doveias Galton, K.¢.B., D.c.L., | H. Saxon SNELL, F.R.1.B.A. 
LL.D., F.B.S. _J.H.J. SYKES, M.B., B.SC.PUB.HEALTH. 

Hunry Law, M.INST.C.E. Ernest TURNER, F.B.1.B.A. 


W.H. MIcHARL, Q.0., F.C.S., M.R.C.S. 


Tue great and increasing importance of the duties devolving upon Local 
Surveyors and Inspectors of Nuisances, in connection with the various 
Acts relating to Public Health, Drainage and Water Supply, the Sale 
of Food and Drugs, &ec., led the Council of the Sanitary Institute of 
Great Britain in 1877 to establish Voluntary Examinations, to appoint a 
Board of Examiners, and to grant Certificates of Competency in Sanitary 
knowledge. ; 

The Sanitary Institute, in which the older body has been incorporated, 
is continuing this important work. 

The Examinations are arranged in two grades, and are intended to 
enable Local Surveyors and Inspectors of Nuisances, or persons desirous of 
becoming such, or of obtaining the Certificate of the Institute, to prove | 
their competency in the subjects of Examination. A register of successful 
Candidates is kept at the Offices of the Institute, and a copy will be for- 
warded to Local Boards and Sanitary Authorities on application. Many 
Boards and Corporations require Candidates, when making applications for 
appointments, to produce a certificate of this kind. 

Up to Dec., 1890, 33 Examinations had been held; 1132 Candidates 
had been examined, 170 as Local Surveyors, and 962 as Inspectors of 
Nuisances ; of these 657 passed the Examinations and received Certificates, 
70 as Local Surveyors, and 587 as Inspectors. 

In order to make the Examinations for Inspectors more accessible to 
persons residing in the country, the Council have arranged to hold 
periodical Examinations’ in the following centres, in addition to the 
Examinations held in London, provided that at least 20 Candidates send in 
applications for Examination :—Newcastle- on-Tyne; Liverpool, Leeds or 
Manchester ; Birmingham or Bristol; London. 

These Examinations i in the Provinces will be carried out in the same way 
as the Examinations in London, and similar Certificates will be granted. 
It is hoped that later on arrangements may be made for holding them also 
in Scotland and in lreland. 
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Each Examination occupies a portion of two days. On the first day the 
Examination of Surveyors occupies six hours—viz., usually from 11 a.m. 
till 2 p.m., and from 3 till 6 p.m., and consists of written papers only. 
Inspectors of Nuisances have three hours’ written Examination on the first 
day—viz., usually from ll a.m. to 2 p.m. On the second day the 
Examination, for each class, usually commences at 11 a.m., and is vivd 
voce, with one or more questions to be answered in writing, if deemed 
necessary. 

Every Candidate is required to furnish the Board of Examiners with 
satisfactory testimonials as to age and personal character, and to give two 
weeks’ notice previous to presenting himself for Examination. The fee for 
Examination must be paid to the Secretary, by Post-Office order or other- 
wise; 10s. 6d. on making application, and the remainder at least one week 
before the day of Examination. On the receipt of the fee, a ticket will be 
forwarded admitting to the Examination. 

No one under 21 years of age is admitted to the Examinations. 

A Certificate of Competency, signed by the Examiners and bearing the 
Seal of the Institute, is granted to each successful Candidate; but it 
must be distinctly understood that no Certificate will be granted to any 
Candidate unless he can write legibly, spell correctly, and possesses a fair 
knowledge of arithmetic, so that he may be able to prepare a report on 
any subject connected with his duties, creditable to himself and to the 
Authority employing him. 

The fees payable for the Examination are as follows :— 

As Surveyors, £5 5s. 
As Inspectors of Nuisances, £3 3s. 

But when the Examinations are held in Provincial Towns, £1 1s. extra 
will be charged to the Candidate in order to cover the expenses incurred 
in holding an examination out of London. 

Unsuccessful Candidates are allowed to present themselves at any other 
Examination within twelve months on payment of half fees. 

The probable date of the Examinations for 1891 are as follows :— 

For Surveyors— 

London—Friday and Saturday, June 5th and 6th. 

For Inspectors of Nuisances— 

Birmingham—Friday and Saturday, February 13th and 14th. 





London— i ‘ April 10th and 11th. 
Newecastle— - . June 26th and 27th. 
London— 3 z. December 4th and 5th. 
Manchester— __,, ba December 18th and 19th. 


The forms to be filled up before the Examination, by Candidates and by 
those persons recommending them, will be supplied on application to the 
Secretary. 





SYLLABUS of SUBJECTS for EXAMINATION. 


FOR LOCAL SURVEYORS. 

(1.) Laws anp Byzn-Laws—A thorough knowledge of the Acts affecting 
Sanitary Authorities, as far as they relate to the duties of Local 
Surveyors; also, of the Model Bye-Laws issued by the Local 
Government Board. 

(2.) SEWERAGE AND DrainaGe—The Sanitary arrangements of houses, 


ft 
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including internal drainage, the construction of water-closets, privies, 
and dry-closets, the removal and disposal of refuse; the Sanitary 
defects of Builders and Plumbers’ work; the Sanitary principles of 
Sewerage and Drainage and their application in the preparation of 
schemes for, and in the construction of, Sewerage works ; the flushing 
and ventilation of sewers, and the treatment and disposal of sewage. 

(3.) Water Suprptry oF Towns anp Hovuszs—The sources of water, 
methods of collecting, purification (filtration, softening, &c.), and 
distribution. The Sanitary principles of Water Supply, and their 
application in the preparation of schemes for, and in the construc- 
tion of, Water-works; the various ways in which water is likely to 
become polluted, and the best means of ensuring its purity. 

(4.) StructuRaL—Regulation of Cellar Dwellings and Lodging Houses, 
and of Baths and Wash-houses; General principles of Ventilation 
and their practical application; the amount of air and space neces- 
sary for men and cattle: the means of supplying air, and of ensuring 
its purity. 

(5.) Hiauways anp Srrenrs—The Sanitary principles which should be 

| observed in the construction and cleansing of streets and roads. 
Candidates will be required to make free-hand sketches. 
Any person having passed the above Examination and received the 
Certificate for Local Surveyor is, upon proposal and election as- Member of 
the Institute, by virtue of holding such Certificate, exempt from payment of 


the Entrance Fee, and will only be called upon to pay the reduced 
subscription of £1 1s. annually. 


FOR INSPECTORS OF NUISANCES. 
Duties of Inspectors of Nuisances as defined by Syllabus of Subjects for 
the Local Government Board. Examination. 


(1.) He shall perform, either under the special ) 
directions of the Sanitary Authority, or so far as 
authorized by the Sanitary Authority, under the | +: 
directions of the Medical Officer of Health, or in | ee ee me ee 
cases where no such directions are required, without } eT : ss MN sania Tags nee tad 
such directions, all the duties specially imposed upon |! aes Wisp retire ec 
an Inspector of Nuisances by the Public Health Act, 

1875, or by the Orders of the Local Government | 
Board, so far as the same apply to his office. J 

(2.) He shall attend all meetings of the Sanitary 7 
Authority when so required. 

(3.) He shall by inspection of the District, both 
systematically at certain periods, and at intervals as . 
occasion may require, keep himself informed in re- 
spect of the nuisances existing therein that require 
abatement under the Public Health Act, 1875. 

(4.) On receiving notice of the existence of any 
nuisances within the District, or of the breach of ; 
any by-laws or regulations made by the Sanitary r 
Authority for the suppression of nuisances, he shall, as 
early as practicable, visit the spot, and inquire into such 
alleged nuisance or breach of by-laws or regulations. 

(5.) He shall report to the Sanitary Authority any | 
noxious, or offensive businesses, trades, or manu- | 


A knowledge of what constitutes a 
Nuisance. 

Methods of Inspection, of Dwellings, 
Cellar Dwellings, Dairies, Milk-shops, 
Markets, Slaughter-houses, Cow-sheds, 
and Nuisances especially connected 
with Trades and Manufactories. 








factories established within the District, and the 
breach or non-observance of any by-laws or regula- 
tions made in respect of the same. : 

(6.) He shall report to the Sanitary Authority any 7 The Physical Characteristics of good 
damage done to any works of water supply, or other | Drinking Water—the various ways in 
works belonging to them, and also any case of wilful | which it may be polluted, by Damage 
or negligent waste of water supplied by them, or any r to Supply Works or in Houses, and 
fouling by gas, filth, or otherwise, of water used for | the means of preventing pollution— 
domestic purposes. J) Methods of Water Supply. 
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(7.) He shall from time to time, and forthwith upon ) 
complaint, visit and inspect the shops and places | 
kept or used for the sale of butchers’ meat, poultry, | 
fish, fruit, vegetables, corn, bread, flour, or milk, or 
as a slaughter-house, and examine any animal, car- | 
case, meat, poultry, game, flesh, fish, fruit, vegetables, | Hee, 
corn, bread, flour, or milk which may be therein ; The Characteristics of good and bad 
and in case any such article appear to him to be > Food (such as Meat, Fish, Milk, Vege- 
intended for the food of man, and to be unfitfor such tables). 
food, he shall cause the same to be seized, and take 
such other proceedings as may be necessary in order 
to have the same dealt with by a Justice: Provided, 
that in any case of doubt arising under this clause, 
he shall report the matter to the Medical Officer of 
Health, with the view of obtaining his advice thereon. 

(8.) He shall, when and as directed by the Sanitary 
Authority, procure and submit samples of food, drink, 
or drugs suspected to be adulterated, to be analysed 
by the analyst appointed under ‘‘The Sale of Food 
and Drugs Act, 1875,” and upon receiving a certifi- 
cate stating that the articles of food, drink, or drugs | 
are adulterated, cause a complaint to be made, and J 
take the other proceedings prescribed by that Act. - 

(9.) He shall give immediate notice to the Medical | The Regulations affecting persons 
Officer of Health of the occurrence within the dis- suffering ie recovering from Infectious 
trict of any contagious, infectious, or epidemic disease; | diseases, and some inonicdee Of suck: 
and whenever it appears to him that the intervention $ diseases—The principles of Ventila- 
of such officer is necessary in consequence of the | tion, and simple methods of Venti- 
existence of any nuisance injurious to health, or of | lating Rooms— Measurement of Cubie 
any overcrowding in a house, he shall forthwith J Space. 
inform the Medical Officer of Health thereof. 

(10.) He shall, subject to the directions of the ) 
Sanitary Authority, attend to the instructions of the | 
Medical Officer of Health with respect to any mea- \ 

| 
| 
3 





so) No 





\ 
( The sale of Food and Drugs’ Act, 


Disinfectants and Methods of Disin- 


sures, which can be lawfully taken by an Inspector of ; 
fection. 


Nuisances under the Public Health Act, 1875, for 
preventing the spread of any contagious, infectious, 
or epidemic disease of:a dangerous character. 

(11.) He shall enter from day to day, in a book to | 
be provided by the Sanitary Authority, particulars of 
his inspections and of the action taken by him in the 
execution of his duties, He shall also keep a book | 
or books, to be provided by the Sanitary Authority, 
so arranged as to form, as far as possible, a con- 
tinuous record of the sanitary condition of each of 
the premises in respect of which any action has been ; 
taken under the Public Health Act, 1875, and shall 
keep any other systematic records that the Sanitary 
Authority may require. 

(12.) He shall at all reasonable times, when applied 
to by the Medical Officer of Health, produce to him 
his books, or any of them, and render to him such 
information as he may be able to furnish with respect 
to any matter to which the duties of Inspector of 
Nuisances relate, ; 7 The proper conditions of good 

(13.) He shall, if directed by the Sanitary Au- | prainase—The advantages and dis- 
thority to do so, superintend and see to the due | advantages of various Sanitary Appli- 
execution of all works. which may be undertaken : plances for Houses—Inspection of 
under their direction for the suppression or removal | Bnyilders and Plumbers’ work—Sca- 


of nuisances within the district. venging and the Disposal of Refuse. 


a 


A Knowledge of the General Duties 
of the Office, and Methods of keeping 
the necessary Bocks and Records, 
Writing and Spelling. 





Any person having passed the above Examination and received the 
Certificate for Inspectors of Nuisances is, upon proposal and election as 
Associate of the Institute, by virtue of having such Certificate, exempt from 
payment of the Entrance Fee, and will only be called upon to pay the 
reduced subscription of 10s. 6d. annually. 


Table shewing the number of Candidates examined and certified each 
year ; and Diagram relating to the Inspectors’ Examination only. 








Number Examined. Certificated. 








Year. Number. Per cent. of Total. 
Surveyor|Inspector| Total. 

Surveyor |Inspector| Total. §{ Surveyor. | Inspector. 
1877 3 5 8 2 3 5 67 60 
1878 ll 10 21 3 10 13 27 100 
1879 = 6 10 2 + 6 50 67 
1880 10 3 13 6 2 8 60 67 
1881 7 WG 14 2 6 8 29 86 
1882 6 PD 21 3 ddei * 16 50 8&7 
1883 7 13 20 3 11 14 43 85 
1884 14 36 50 “ 27 34 50 7d 
1885 20 44 64 5 33 | 388 25 75 
1886 19 105 124 9 86 |. 95 47 82 
1887 17 122 139 7 75 82 41 61 
1888 25 124 149 8 vig 85 32 62 
1889 9 | 165 | 174 5 89 94 56 54 
1890 | 184.307... | 825 8 151 | 1859 ye 49 
170 962 1132 70 587 657 41 61 
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EXHIBITIONS OF SANITARY APPARATUS AND 
APPLIANCES. 


THe Exhibitions of Sanitary Appliances are held annually in 
connection with the Autumn Congress, and unpatented exhibits are 
protected by a certificate granted by the Board of Trade, under the 
Patents Designs and Trade Marks Act, 1883. 


Judges are appointed by the Council to examine the several 
exhibits, and award Medals and Certificates of Merit to such objects 
as they may consider worthy. 


Selected exhibits of such a nature as to require practical trials 
which cannot be carried out on the spot, are submitted to such trials 


subsequent to the close of the Exhibition. 


The Exhibits are arranged in the following Classes : — 


CLASS J.—BurmLpInae MATERIALS, 
CONSTRUCTION AND MACHINERY. 


Sec. 1.—Materials and Construction. 
» 2.—Damp-proof Courses. 

3.—Paints & other Protectives. 

4,—Wall Papers and Coverings. 

»  0.— Flooring. 

6.—Decorative Materials. 

7.—Machinery and Mechanical 

Appliances. 
»  8&—Laundry Appliances. 


CLASS IJ.—WatER SUPPLY AND 
SEWERAGE. 


Sec. 1.—Apparatusfor WaterSupply. | 


2.—Filtering & Softening Water. 
3.—Water Waste Preventers, 
4.—Flushing and Watering. 

»  0—Sinks, 

6.—Baths and Lavatories. 

7.— Water Closets. 


9 


»  8.—Urinals. 
»  %—Sewers, Drain Pipes, and 
Accessories. 


», 10.—Traps and Gullies. 

», 11.—Dry Closets. 

» 12.—Sewage Treatment. 

», 13.—Miscellaneous Sanitary 
Goods. 


CLASS IIJ.— HEATING, LIGHTING 
AND VENTILATING. 


Sec. 1.—Heating Apparatus, 
2, - Cooking Apparatus. 





Sec. 8.—Smoke Preventing Appli- 
ances. 

4,—Lighting, including Electric 
Lighting. 

5.—Ventilating Gas Burners. 

»  6.—Vestilators. 


CLASS IV.— PERSONAL HYGIENE, 
Foops, FILTERS & DISINFECTANTS, 


Sec. 1.—Clothing. 
2.—Beds and other Furniture. 
3,— Hospital and Sick-room Ap- 
pliances. 
» 4,—Domestic Appliances. 
5.—School Fittings. 
6.—Gymnastic Apparatus. 
»  v—Foods. 
8.—Domestic Filters, 
9.—Mineral Waters. 
10.—Soaps and other Detergents. 
11.—Antiseptics & Disinfectants. 
12.—Disinfecting Apparatus. 


Jy) 


CLASS V.—MISCELLANEOUS. 
Articles of Sanitary interest not 
included in the above Classes, 
such as :— 
1.—Scientific Instruments. 
2.—Books and Periodicals 
3.—Prevention of Accidents. 
4,— Respirators & Face Guards 
for Unhealthy Occupations. 
5,—Fire Preventing Appliances. 
» 6.—Methods for the Disposal of 
the Dead, &ce., &e., &e. 
»  %.—Sundries. 


Sec. 
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CONGRESS AND EXHIBITION AT BRIGHTON, 1890. 


Awards of the Judges of the Exhibition. 


MEDALS. 


Burmantorr’s Works, Limirep, Leeds, for Exhibit of Decorative 
Pottery and Faience. 

CLEMENS, ABELL & Co., Worcester, for Street Sweeping Machine. 

GREENALL, JOHN, 120, Purtland Street, Manchester, for Greenall’s 
Steam Washer. 

Cuirr, Josep, & Son, Leeds Fire Clay Company, Leeds, for ‘ Cecil” 
Slop Sink. 

Curr, JosepH, & Son, Leeds Mire Clay Company, Leeds, for 

| ‘“¢ Imperial” Porcelain Bath. 

Tytor, J., & Sons, 2, Newgate Street, London, E.C., for “ Ariston” 
Slop Sink and Water-closet combined. 

Movuur’s Parent Eartu Crosser Co., 5a, Garrick Street, London, 

: W.C., for Moule’s Earth Closets. 

Burmantorrs Works, Limirep, Leeds, for Decorative Faience 
Fire-places and Mantels. 

Storr, J., & Co., 174, Fleet Street, London, for Mercury Gas 
Governor. 

- Haywarp Brotrumrs & Ecxsrern, 187, Union Street, London, S.E., 
for Reflecting Pavement and Roadway Lights. 

THe CeLiuLar Croruine Co., Limiten, 75, Aldermanbury, London, 
E.C., for Cellular Fabrics. 

Borrovans, We ttcome & Co., Snow Hill Buildings, London, EEC’, 
for Improvements i in Pharmaceutical Pr eparations. 

Dany, A., The Creamery, Western Load, Brighton, for Model 
Working Dairy. 

Hammer, Grorce M., & Co., 370, Strand, London, W.C., for 
School Furniture. 

Branp & Co., 11, Little Stanhope Street, Mayfair, London, W., for 
Meat Pr eparations. 

CuaRK, J. J., Goldstone Farm Bread Factory, West Brighton, for 
Improvements i in Bread Making. 

CaLvert, F. C., & Co., P.O. Bow 513, Manchester, for Carbolic Acid 
and Preparations of it. 

Lyon, Wasuineton, 85, Asylum Road, Peckham, S.E., for Steam 
Disinfector. 

Aten, W. H., & Co., 13, Waterloo Place, London, S.W., for Sani- 
tary Publications. 
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Brieuton Voruntrrr Fire Brieapr, Brighton, for Models of 
Fire Extinguishing Appliances. 

Lonpon, Brieuton, anp Sour Coast Raitway, London, for 
Models of Railway Rolling Stock and Appliances. 

Haywarp Bros. & Ecxstern, 187, Union Street, London, S.E., for 
Self-locking Coal Plate. 

Swirt, James, & Son, 81, Tottenham Court Road, London W., for 
Microscopic Apparatus. 


CERTIFICATES. 


Hammer, Guorce M., & Co., 370, Strand, London, W.C., for 
Exhibit of Church Fittings. 

SMEATON, JOHN, Son & Co., 50, Great Queen Street, London, W.C., 
for Excelsior Dust Shoot. 

Beaumont, HE, A. B., Regency Square, Brighton, for Crutch with 
Side Handle. 

Merrrywratuir & Sons, Greenwich Road, London, S.E., for 
Armoured India-rubber Hose. 

Smita, Cotter & Co., 29, Aldermanbury, London, E.C., for 
Venetian Blind Fittings. 

Wire-wove Roorine Co., Queen Victoria Street, London, for Wire- 
wove Roofing. 

Brvzs & Co., 117, Church Street, Brighton, for Wood Moulding. 

Harris, J. F & G., 58 & 60, Wilson Street, Finsbury, H.C., for 
Fancy Wood Decorations. 

CRESSWELL, Henry, 562, Western Road, Hove, Brighton, for Deco- 
rative Tiles and Pottery. 

Hates, J., 70, Church Load, Brighton, for Artistic Pottery and 
Porcelain. 

Brieuton Water Works, Brighton, for Baker’s Water Hydrant. 

CLEMENS, ABELL & Co., Worcester, for Improved Chain Pump. 

Curr, Josepu, & Sons, Leed’s Fire-clay Company, Wortley, Leeds, 
for White Enamelled Fire-clay Sinks. 

Tyzor, J., & Sons, 2, Newgate Street, London, L.C., for Lavatory 
Basins and Fittings. 

Bostet Bros., 18, Duke Street, Brighton, for Lavatories. 

Smeaton, Joun, Son & Co., 50, Great Queen Street, London, W.C., 
for Imperial Spray Bath. 

Burn & Barun, 14, Newcastle Street, Farringdon Street, London, 
for Combination Bath Fittings. 

Born & Barwin, 14, Newcastle Street, Farringdon Street, London, 
for Lavatory with Overflow which can be cleansed. 

Burn & Baruwiz, 14, Newcastle Street, Farringdon Street, London, 
E.C., for Hinged Grating for Overflow of Bath. 
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Tytor, J., & Sons, 2, Newgate Street, London, E.C., for “* Weir” 
Overflow Valve Water-closet. 

Tytor, J., & Sons, 2, Newgate Street, London, E.C., for “ Column ” 
Water-closet. 

Burn & Barwiie, 14, Newcastle Street, Farringdon Street, London, 
E.C., for Improved Urinal. 

Dovtton & Co., Lambeth, London, S.E., for “‘ Special” Urinal. 

Bostet Bros., 18, Duke Street, Brighton, for Collar Joint for 
connecting Water-closet to Soil Pipe. 

Bostet, D. T., 73, Hbury Street, London, for Union Joint for con- 
necting Water-closet to Soil Pipe. 
Burn & Baruiiz, 14, Newcastle Street, Farringdon Street, London, 
for Cast Iron Drain Pipes Inspection Chamber and Traps. 
Durrans, T. H., & Sons, 43, Upper Baker Street, London, for 
Metallic Jointed Manhole Cover with Metal-faced Joint. 
Curr, Josepu, & Sons, Leeds Fire-clay Company, Wortley, Leeds, 
for Winser’s Channel Bends. 

Burn & Batwuin, 14, Newcastle Street, Farringdon Street, London, 
for Brass Traps for Baths and Sinks. 

Curr, JoserH, & Sons, Leeds Fire-clay Company, Wortley, Leeds, 

| for Stokes’s Gully. 

Curr, JosppH, & Sons, Leeds Fire-clay Company, Wortley, Leeds, 
for “ Beancliff” Disconnecting Trap. 

Burn & Bari, 14, Newcastle Street, Farringdon Street, London, 
for India-rubber Expanding Plug for Drain-testing. 

CLEMENS, ABELL & Co., Worcester, for Street Watering Van. 

Sanitary & DomeEstic ENGINEERING Co., 212, High Road, Kilburn, 
London, for Gradient Indicating Blocks. 

Frowrr, Tuomas James Moss, Liverpool Chambers, Corn Street, 
Bristol, for Adjustable Gradient Indicator. 

Frower, THomas James Moss, Leverpool Chambers, Corn Street, 
Bristol, for Watts’s Asphyxiator for Testing Drains. 

Harm, H., 41, Holborn Viaduct, London, for Cast and Sheet Iron 
Ventilating Gratings with Louvre Valves. 

Heim, H., 41, Holborn Viaduct, London, for Round Ventilating 
Valves. 

Eaeie Ranen Founpry Company, 176, Regent Street, London, for 
Eagle Grate. 

Eaere Rance Founpry Company, 176, Regent Street, London, for 
Improvements in Eagle Ranges. 

Reep, C. G., &Son, 26, North Street, Brighton, for Stoves, Mantel- 
pieces, and Brass Work. 

Pzrers, Bartscu & Co., Derby, for Chemical Heat Retainers. 

IMPERIAL SMOKE ConsuMER Co., 68, Borough Road, London, for 
Boiler-covering Bricks. 

Witson, Coarues, & Sons, Leeds, for Gas Kettle. 

Haywarp Brorusrs & Eoxsrzrmn, 187, Union Street, London, S.E., 
for Mica Flap Outlet Ventilator with ‘‘ Hit and Miss” Front. 

Haywarp Brorugrs & Eckstein, 187, Union Street, London, S.E., 
for Ornamental ‘ Hit and Miss” Air Bricks. 
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Haywarpb Broruers & Eoxsrury, 187, Union Street, London, S.E., 
for the Southwark Universal Venetian Ventilator. 

“Kure, C., & Co., Christopher Works, Chalton Street, London, N.W., 
for Wall Inlet Ventilator. 

Watt, Davip Witii1aM, 2, Camberwell Road, London, S.E., for 
Sanitary Hat Linings. 

Warker, WattEr, Brighton, for Wire Mattresses and Adjustable 
Bed Rests. 

BurrovuGus, WELLCOME & Co., Snow Hill Buildings, London, E.C., 
for Medicine Chests and Pocket Cases. 

Mitts, J., 24, Northwood Road, Brighton, for “ Excelsior” Adjustable 
Invalid Chair and Couch. 

Briepen, J. L., & Co., 187, Western Road, Brighton, for “ Bath” 
Chair. 

Dann, A., The Creamery, Western Road, Brighton, for “ Victoria” 
Churn. 

Witiiams, A., 190, Brunswick Road, Bromley, London, E., for 
Embroidery Machine. 

Hatnes, J., 70, Church Road, Brighton, for China Slop Pails. 

HattiwEeLtt & Co., Pool Valley, Brighton, for Wicker Mail Cart. 

Hattiwett & Co., Pool Valley, Brighton, for “* Harrow” Safety 
Bicycle. . 

Epmunps, Josern, 10, Stonefield Terrace, Liverpool Road, London, 

N., for Currie Powder and Paste. 

Wrsorn, Epwarp, 32, Marine Parade, Brighton, for Case showing 
the Relative Constituents of Various Milks. 

Tue Morris Tusns Ammunition Co., Limrrup, 11, Haymarket, 
London, S.W., for Circulating Arrangement for Filters. 

Burrovueus,. WeLttcomE & Co., Snow Hill Buildings, London, L.C., 
for Lanoline and Preparations containing it. 

Epes, H. K., 9, Farringdon Road, London, E.C., for Hydroleine. 

Luver Bros., Port Sunlight, Birkenhead, for Sunlight Soap. 

TuckER, J OnN, & Co., 51, Paddington Street, London, W., for 
Preparation of Eucalyptol. 

Buat, Joun, & Son, 55, Hast Street, Brighton, for Fancy Stationery, 
Bindings, and Machine Ruling. 

SHARP, Burr, 79, West Street, ie a for Specimens of Photo- 
gr -apby. 


SELECTED FOR PRACTICAL TRIAL. 


Aspinatt & Co., New Cross and Peckham, London, S.E., Aspinall’s 
Enamel. | 

D’Ovty & Co., Limrrep, 405, Oxford Street, London, W., 
Wall Papers and Hangings. 

Oriver, Frank & Co., 153, Western Road, Brighton, Upholstery 
‘Silks. 
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Prerers, Bartson & Co., Derby, Indestructible Combination 
Washers for Flanged Joints. 

Crosstzy Broruers, Openshaw, Manchester, and 10, St. Bride Street, 
London, E.C., Horizontal Gas Engine. 

Bur@sss, Henry JoHn, 42, New England Road, Brighton, 

’ High Pressure Ball Valve. 

Tytor, J., & Sons, 2, Newgate Street, London, E.C., Quarter- 
turn Screw-down ‘l'ap. 

Burexrss, Henry Jonny, 42, New England Road,” Brighton, 
High Pressure Bib Tap. 

Bosten, D. T., 73, Hbury Street, and 24, Charing Cross, London, 
S. W.., Rubber Tube Ball Valve. 

Bostet Bros., 18 and 19, Duke Street, Brighton, Professor 
Thompson’s Water Tap. 

Lonpon Water Mnrrer Co., 2, Chancery Lane, London, H.C., 
Water Meters. 

Tytor J., & Sons, 2, Newgate Street, London, H.C., Household 
Water Meter. 

Tytor J., & Sons, 2, Newgate Street, London, E.C., Positive 
Water Meter. | 

Bosret Bros., 18 & 19, Duke Street, Brighton, Anti-Calcaire. 

Dovuxtton & Co., Lambeth, London, Thirlmere Waste-preventing 
Cistern. 

Tytor J., & Sons, 2, Newgate Street, London, E.C., Tower 
Waste Preventer. 

Tytor, J. & Sons, 2, Newgate Street, London, E.C., Bean’s 
Waste Preventer. 
Dovuton & Co., Lambeth, London, Automatic Flush Tank. 
Ratnpow ENGINEERING Company, 9, Victoria Street, London, S.W., 
Rosher System of Heating the Water of Swimming Baths. 
Burn & Batuuie, 14, Newcastle Street, Farringdon Street, London, 
E.C., Valve Water-closet, with Basin and Valve-box in 
one piece of earthenware. 

Jones, Joun, 40, Sydney Street, Chelsea, S.W., Manhole. Cover 
for Drains. 

Kine, Henry, 7, Clarence Place, High Street, Kensington, London, 
W., Improved Double Seal Manhole Cover. 

ARrcHER Pree Co., Limtrep, Avenue Mansions, Piccadilly Circus, 
London, W., Archer Pipe Joint. 

Curr, JosepH, & Sons, Leeds Fire-clay Co., Leeds, Double Seal 
Pipe Joints. 

Dovtton & Co, Lambeth, London, Self-adjusting Joints. 

JonES, JoHN, 40, Sydney Street, Chelsea, S.W., Drain Stoppers. 

Smupaton, JoHN, Son & Co., 50, Gt. Queen Street, London, W.C., 
Cast Lead Eclipse Trap. 

Wiutson, Cuaruss, & Sons, Carlton Works, Leeds, Open Gas Fire. 

Suec, Winitam, & Co., Vincent Works, Westminster, “ Charing 
Cross” Gas Fire. 

Freeman, Emery & Co., 27, Freeman Street, Birmingham, Gas 
Fire. 
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GREENALL, JoHn, & Co., 120, Portland Street, Manchester, Marsh 
Greenall’s Regenerating Gas Heating Stove. 

Herm, Herman, 41, Holborn Viaduct, E.C., Improved Helios 
Stove. 

Imprr1aL SMOKE ConsuMER Co., 63, Borough Road, London, S.E., 
Boiler Non-Conducting Composition. 

Freeman, Emery & Co., 27, Freeman Street, Birmingham, Artizan 
Gas Cooking Stove. 

Suee, WinniamM, & Co., Vincent Works, Westminster, ‘‘ West- 
minster ” Kitchener. 

Smeaton, JoHN, Son & Co., 50, Gt. Queen Street, London, W.C., 
for Improved Fire Bars and Bridge. 

IMPERIAL SMOKE ConsuMER Co., 63. Borough Road, London, S.E., 
Barnes’ Sectional Bridge for Boilers. , 

ImprriaAt Smoky Consumer Co., 63, Borough Road, London, S.E., 
Invicta Smoke Consuming Appliances. 

Suae, W., & Co., Vincent Works, Westminster, Regenerative 
Fish-tail Gas Burner. 

Mirrywkatuer & Sons, Greenwich Road, London, S.E., Electric 
Hand Lamp for Examining Drains. 

Burerss, Harry Joun, 42, New England Road, Brighton, Gas 
Utilizer. 

Suee, W., & Co., Limrrep, Vincent Works, Westminster, Sun 
Burners. 

Storr, J.. & Co., 174, Fleet Street, #.C., and Vernon Works, 
Oldham, “Stott Thorp” Ventilating Reflex Gas Light. 

Kite, C., & Co., Christopher Works, Chalton Street, London, N.W., 
: Simplex” “Water Jet Air Propeller. 

Kirn, C., & Co., Christopher Works, Chalton Street, London, N.W., 
Fixed Exhaust and Downeast Drain Ventilators. 

Jonus, Joun, 40, Sydney Street, Chelsea, Cowl for Preventing 
Down Draughts. 

Suaec, Wiii1amM, & Co., Vincent Works, Westminster, Cowl for 
Preventing Down Draughts. 

Moorz, F. Aveustus, 25, Bedford Row, London, W.C., ‘ M.P.” 
N oiseless Flue Extractor Ventilator. 

Moorz, F. Aveustus, 25, Bedford Row, London, W.C., ‘M.P.” 
Chimney Cowl. 

Kirt, C., & Co., Christopher Works, Chalton Street, NV.W., 
Ridge Ventilator. 

Kirn, C., & Co., Christopher Works, Chalton Street, V.W., 
Under Roof Ventilator. 

Moorsn, F. Aveustus, 25, Bedford Row, London, W.C., “ M.P.” 
Roof Ventilator. 

Burroveus, Wettcome & Co., Snow Hill Buildings, London, E.C., 
Paper Fibre Lint. 

Rizinzk Foop Company, 41, Gracechurch Street, London, E.C., 
‘Rizine Food. 

Ener, H. K., 9, Farringdon Road, London, E.C., Essence of Beef. 

Ener, H. K., 9, Farringdon Road, London, E.C., British Lion Sauce. 
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Ciark, J. J., Goldstone Farm Bread Co., West Brighton, Germ 
Bread and Flour. 

Barruam, A., Hastings, Delft Rye Yeast. 

Busy, J. P., Manufacturing Co., 32, Snow Hill, London, E. C.. 
Bovinine. 

Mera-Cua Tra Co., 37, St. Mary Awe, London, #£.C.; and 118, 
St. James's Street, Brighton, Assam Tea. ‘ 

Cowan, Comin CamppBett, London, Baking Powder and Scotch 
Oatmeal. 

THe Hartre Weston Spa Co., 37, St. Mary Awe, London, E.C., and 
St. Neots, Hunts, Crystal Waters. 

SHELVEY & Co., German Place, Brighton, Mineral Waters. 

Tucker, JOHN, & Co. 51, Paddingdon Street, London, Eucalyptus 
Soap. 

EversHep, Joun, & Son, Station Street, Brighton, Primrose 
Soap. i 

a eee 177, Farrant Avenue, Wood Green, London, N., 
Quilaline. 

MERRYWEATHER & Sons, Greenwich Road, London, S.E., Micro- 
bolizer. 


The name of one of the Judges being prominently associated with 
J. Tyntor & Sons’ “Clear way” Regulator Valve-closet (Mr. 
Rogers Frenp’s pattern), this Exhibit has been excluded from 
competition for Awards. 


Norse.—A complete classified list of the Awards given at all the 
Hahibitions held by the Institute, can be obtained on appliea- 
tion to the Secretary. 


CONTRIBUTIONS TO THE LIBRARY DURING 1890. 


In addition to the works enumerated in the following list, valuable 
donations of back numbers of Reports, and other official publi-. 
cations have been received from: Dr. Alfred Carpenter (33 vols.), 
Prof. W. H. Corfield (20 vols.), G. J. Symons (6 vols.) 


* * For publications of Societies and Institutions, dc., see under 
“© Academies.” 


ACADEMIES (American). 


Manitoba, Historical and Scientific Society. Two Provisional Govern- 
ments in Manitoba, containing an Interesting Discussion of the 
Riell Rebellion. By Rev. Prof. Bryce, LL.D., 11 p., 8vo. 
Winnipeg, 1890. The Socrety. 

Historical and Scientific Socrety. Land and Sea Birds nesting 
a the Arctic Circle in the Lower Mackenzie River District, as 
observed by, R. R. Macfarlan. 35 p., 8vo. Winnipeg, 1890. 

The Society. 

——— Historical and Scientific Society. An. Apparatus for the 
Collection of Dust and Fungi. By 8. G. Dixon, M.D. 3 p., 8vo. 








Detroit, 1889. The Society. 
Eistorical and Scientific Society. Annual Report for 1889. 
12 p., 8vo. Winnipeg, 1890. The Society. 





Historical and Scientific Society. An Application of the 
Water Spray to the Ventilation of Water Closets. The Society. 
Philadelphia. College of Physicians. Transactions, Third Series, 
Vol XL, 1889. 125 p., 8vo. Philadelphia, 1889. The College. 
Toronto. Canadian Institute. Annual Report, 1888-9, being Part 
' of an Appendix to the Report of the Minister of Education, 





Ontario, 1889. 118 p., 8vo. Toronto, 1889. The Institute. 
Canadian Institute. Proceedings, Third Series, Vol. VII. 
181-308 p., 8vo. Toronto, 1890. The Institute. 


ACADEMIES (Avsrraiay), 


Melbourne. Inter-colonial Medical Congress of Australia. Tran- 
sactions of Second Session held in Melbourne, Victoria, Jan., 1889. 
1,029 p., 8vo. . Melbourne, 1889. 

The Secretary (Professor H. B. Allen). 

Australian Health Society. Health Lectures for the People. 

125 p., 8vo. Melbourne, 1889. The Society. 

Working Men’s College. Report, 1889. 107 p., 8vo. Mel- 

bourne, 1890. The College 
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Melbourne. Australian Health Society. Fourteenth Annual Report, 
1888-9. 16 p., 8vo. Melbourne. 1889. A, Lindall. 
Victorian Institute of Engineers. Rules for Electrical In- 
stallations. 11 p., 8vo. Melbourne, 1889. The Institute. 
New South Wales. Royal Society. Journal and Proceedings for 
sss, Vol. XXI1., $39 p., Svo.. Sydney, 1889. The Society. 
Royal Society of. Journal and Proceedings, 1889, Vol. XXIII., 
Parts I. and IT., and Catalogue of Library. 534 p., 8vo. Sydney, 
1890. The Society. 
South Australian School of Mines and Industries, and Technological 
Museum. Annual Report, 1889. 40 p., 8vo. Adelaide, 1890. 
| School of Mines. 








“ACADEMIES (Bnririsn). 


Glasgow Jnstitute of Engineers and Shipbuilders m WNScotland. 
Transactions, Vol. XXXIIT., 1889-90. 286 p., 8vo. Glasgow, 


1890. The Instetute. 
Hull and District Sanitary Association. Fifth Annual Report, for 
1889. The Association. 


London Association of Municipal and Sanitary Engineers and 
Surveyors. Proceedings, Vol. XVI., 1889-90. 276 p., 8vo. 
London, 1890. The Society. 

Association of Public Sanitary Inspectors of Great Britain. 

Seventh Annual Report, Session 1890. 27 p., 8vo. London, 1890. 

The Association. 

Reports of the Homes for Inebriates Association, together with 

Sixth Annual Report of the Dalrymple Home at Rickmansworth. 




















14 p., 8vo. London, 1890. The Association. 
Royal Institute of British Architects. Journal of Proceedings, 
1890. 4to. Fortnightly. The Society. 
Royal Institution of Great Brita. Proceedings, Vol. XIL., 
Part Il. 379-614 p., 8vo. London, 1890. The Institute. 
Society of Arts Journal. 8vo. Weekly. The Socrety. 
Society of Architects. Proceedings for 1890. 8vo., monthly. 
London. | The Society. 





Society of Engineers. Transactions, 1889, and General 
Index, 1861-1889. 248 p., 8vo. London, 1890. The Society. 
Surveyors Institution. Transactions. Vol. XXIII. Parts 
1, 2, 3,4. 122 p., 8vo. London, 1890. 

St. Thomas's Hospital. Reports, Vol. XVIII. 540 p., 











Svo. London, 1890. The Hospital. . 
University College Calendar. Session, 1890-91. 334 p., 
8vo. London, 1890. The College. 


Newcastle-on-Tyne. North of England Institute of Mining and 
Mechanical Engineers. Transactions, 1890. Vol. XXXVIII. 
Parts 4and 5. 75-202 p., 8vo. Newcastle, 1890. 

Report of the French Commission on the use of exploswes, mn 

the presence of Fire-damp, in Mmes. Parts land 2, 112 p., 8vo. 

Newcastle, 1890. The Institute. 
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Amsterdam.  Verslagen en Mededeelingen der Koninklijke 
Akademie Van Wetenschappen. Vol. V1., 650 p., 8vo.; and 
Vol. VII., 600 p., 8vo. Amsterdam, 1889-90. 

Royal Academy of Sciences. 

Jaarbock Van de Koninklijke. Akademie Van Wetenschappen. 
Gevestigate Amersterdam Voor 1889. 59 p., 8vo. Amsterdam, 
1890. toyal Academy of Scrences. 

Italy, Soctété. Royal Italienne d’' Hygiene. Les Institutions Sanitaires 

en Italie. 630 pages, 4to. Milan, 1885. Prof. A. Corradi. 

Paris. Société centrale des Architects Francais. Annuaire pour 
Yannée 1890. 72 p., 8vo. Paris, 1890. The Society. 

Rome. Giornale della Reale Societa Italiana D’Igiene. 8vo. 1890. 
Monthly. | 





Black, Surgeon-Major. Brighton Beaches after Storms of Oct. 15th 


and Dec. 8th, 1886. 8 p., 8vo. London, 1887. The Author. 
Blyth, A. Wynter. A Manual of Public Health. 653 p., 8vo. 
London, 1890. The Author. 


Board of Agriculture. Agricultural Produce Statistics of Great 
Britain. Showing the estimated total produce, the extent in 
statute acres, and the estimated average yield per acre of the 
principal crops for the year 1889. 53 p., 8vo. London, 1890. 

The Board. 

Third Annual Report on Insects and Fungi injurious to 

the crops of the Farm, the Orchard, and the Garden, by C. White- 





head, F.L.8. 74 p., 8vo. London, 1890. The Board. 
Bouchardat, A. Traité d’ Hygiene publique et privée basée sur 
Vétiologie. 1350 p., 8vo. Paris, 1887. The Author. 


Canalis, Dr. Pietro. Note sulla epidemia colerica del 1887 nella citta 
di Messina. 24 p., folio. Rome, 1889. 
Studi Sulla infezione Malarica. 32 p., folio. Torino, 1889. 
Direzione della Sanita Publica. 
Carpenter, Dr. A. On London Fogs. 46 p. Croydon, 1890. 








The Author. 

- Sanitation, Reprints from the Report of the Church Congress. 
7 p. 8vo. London, 1890. The Author. 
Catalogue, International Health Exhibition Library. 153 p., 8vo. 
London, 1884. Professor J. Marshall. 
Compton, f. #. B. Artificial Lighting in Relation to Health. 
_ 27p., 8vo. London, 1884. The Author. 


Cooper, C. H. Scarlatina in its Relation to Cow’s Milk at Wim- 
bledon and Merton, 1886-7. 10 p., 8vo. London, 1888. 

The Author. 

Corradi, Prof. A. Il X Anno della RB Societa Italiana d’Igiene, 

relazione del Prof. Corradi. 7 p., 8vo. Milan, 1889. 

. The Author. 
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Corradi, Prof. A. Del Commercio degli Stracci in relazione all’ 

Igiene publica. 42 p., 8vo. Milan, 1888. The Author. 
L’Influenza Origine et acceptions diverses de cette parole. 
Série chronologique des épidémies d’influenza en Italie La grand 





épidémie de 1580, 30 p., 8vo. 1890. The Author. 
Crimp, W. Santo. Sewage Disposal Works. 277 p., 8vo. London, 
1890. The Author. 


Crispi, Sig. Norme e programmi pel il conferimento delle attestazioni 
di idoneita. 3 p., folio. Rome, 1890. 
Direzione della Santa Publica. 
Regolamento Speciale per 1° Servizi di Ispezione e par 1° 
Laboratori Municipali di Vigilanza Igienica e Sanitaria. 33 p., 
folio. Rome, 1890. Direzrone della Sanita Publica. 
Regolamento Speciale per la Vigilanza Igienica sugli Alimonti 
sulle Bevande e sugli oggetti uso domestico. 33p., folio. Rome, 
1890. Direzione della Sanita Publica. 
Dixon, Samuel G., M.D. Hducation in America. Excerpt from 
‘¢ Medical and Surgical Reporter.” 5 p., 8vo. 
Druetti, Dott G. Sullo Stato Sanitario Degli emigranti nelle 
traversate transatlantiche. 10 p., folio. Rome, 1890. 
Drysdale, Dr. J., and Dr. J. W. Hayward. Health and Comfort in 
House Building. 154 p., 8vo. London and New York, 1890. 
The Authors. 
Fazio, Dott Eugenio. Batterii dellé Acque minerali loro importanza 
Biologica ed igienica. 40 p., 8vo. Naples, 1890. 








The Author. 
Micro-organismi nei vegetali usati frexhi nell’ alimentazione. 
14 p. 8vo. Excerpt from ‘‘Reforma Medica,” September, 1889. 
} The Author. 
Influences climatériques et sanitaires des Foréts dangers 
du déboisement. Communication faite a la IX. Congrés Inter- 
national de Médecine, 1887. The Author. 
Fazio, Professor HE. Revista. Internazionale D’Igiene, March, 1890. 
Monthly. Naples, 1890. 
Fraser, W. Cardiff Union Rivers’ Pollution Report, 13th August, 








1890.3: px -dv0.. 1890. The Author. 
Greenwich Magnetical and Meteorological Observations, 1887. 188 
p-, 4to. London, 1889. The Astronomer Royal. 
Hobrecht, J. Die Canalisation von Berlin. 330 p., 8vo., and Atlas 
of 57 plans. Berlin, 1884. The Author. 
Holdsworth, W..A. Weights and Measures Acts, 1878-89. 180 p., 
8vo. London, 1890. Purchased. 
Hong Kong, Sanitary State of, in 1865. Excerpt from ‘“ Edinburgh 
Medical Journal,” 1869. 8 p., 8vo. W. T. Black. 


Iowa State Board of Health, Monthly Bulletin for 1890.  8vo. 

Des Moins, 1890. 
State of. Fifth Biennial Report of the Board of Health for 
the period ending June 30th, 1889. 276 p., 8vo. Des Moins, 1889. 
The Board. 
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Japan. A Summary of the Four Annual Reports of the Central 
Sanitary Bureau attached to the Home Department of the Imperial 
Japanese Government, 1884 to 1887. 132 p., 8vo. Tokio, 1890. 

Central Sanitary Bureaw. 

Imperial Navy. Annual Report on the Health of, for 
22nd year of Meiji, 1889. 53 p., 8vo. Tokio, 1889. 

, Kanehiro Takaki. 

Kemp, J. The Public Works of Haverhill. 21 p., 8vo. London, 





1890. The Author. 
Knight’s Annotated Model By-laws. Third Edition. 242 p., 8vo. 
London, 1890. Purchased. 
Latham, Baldwin. Bombay, Sanitation of. 112 p., 8vo. London, 
1890. The Author. 
Leet, C. H. The Ship’s Surgeon of To-Day. 46p.,8vo. Liverpool, 
1889. The Author. 
Limner, Luke (John Leighton). ‘Madre Natura” versus the Moloch 
of Fashion. 119 p., 8vo. London, 1874. The Author. 


Local Government Board. Eighteenth Annual Report and Supple- 
ment, containing Report of Medical Officcr, 1888. 524 p., 8vo. 
London, 1889. 

Local Government Board. Medical Department. Dr. Bruce Low’s 
Report on Diphtheria in the Barnstaple Rural Sanitary District, 
July, 1890. 

Dr. Airy’s Report on Diphtheria and Fever in Grays Sub- 

District of the Orsett Registration District, 1889. 7 p. London, 

1890. 








Dr. Airy’s Report on an Outbreak of Diphtheria in 1889, in the 
Stamford Rural Sanitary District (Suffolk). 6p. London, 1890. 
Dr. Barry’s Report on General Sanitary condition of the 
Easingwold Rural Sanitary District. 14 p. London, 1890. 

Dr. Bruce Low’s Report on an Outbreak of Diphtheria in the 
Parish of Brinkworth, in the Rural Sanitary District of Malmes- 
bury, Wilts. 8p. London, 1890. 

Dr. Parson’s Report on certain Outbreaks of Diphtheria in 
the Leek Rural Sanitary District. 

Mr. Spear’s Report on an Outbreak of Fever at Northop 
Hall, in the Holywell Rural Sanitary District. 2 p. London, 
1890. 














Dr. Parsons’ Report on the Recent Prevalence of Fever in 
the Bedlingtonshire Urban Sanitary District, and on the General 
Sanitary Condition of that District, January, 1890. 

Dr. Blaxall’s Report upon an Outbreak of Diphtheria at 
Berkhampstead, and upon the Sewerage of the Town, April, 
1890. 











Dr. Ballard’s Report on a Special Prevalence of Enteric 
Fever during Recent Years in Chester (Reprint). 

Dr. Parsons’ Report on the Prevalence of Enteric Fever in 
the Cowpen Urban Sanitary District, Northumberland, May, 
1890. 
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Local Government Board.—(con.) Dr. Parsons’ Report on the 
Water Supply of Barrowby, in the Grantham Rural Sanitary 
District, October, 1890. 

Mr. Spear’s Report on an Outbreak of Enteric Fever in the 

Pemberton Urban Sanitary District, Lancashire, May, 1890. 

Mr. Spear’s Report on the Prevalence of Diphtheria and 

Croup in the Registration Sub-District of Pontypridd, and upon 
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Dr. Barry’s Report on the General Sanitary circumstances 

and administration of the Rawdon Urban Sanitary District, July, 
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Mr. Spear’s Report on the Prevalence of Fever in the Runcorn 
Urban Sanitary District, July, 1890. * 

Dr. Parsons’ report on an Epidemic of Pneumonia at Scotter, 
Lincolnshire, and in the neighbouring places. 21 p., folio. 
London, 1890. 

Dr. Barry’s Report on the general Sanitary condition of the 
Sculcoate’s Rural Sanitary District, June, 1890. 

Mr. Spear’s Report on the Prevalence of Diphtheria and 
Croup in the Staleybridge Urban Sanitary District, and on the 
general Sanitary circumstances of the District, June, 1890. 

Mr. Spear’s Report on the continued Prevalence of Diphtheria 
in the Tredegar Urban Sanitary District, February, 1890. 














Maguire, W. &. Domestic Sanitary Drainage and Plumbing. 


437 p., 8vo. London, 1890. The Author. 
Massachussetts State Board of Health. ‘Twenty-first Annual Report. 
457 p., 8vo. Boston, 1890. The Board. 


MEDICAL OFFICERS’ AND ANALYSTS’ REPORTS. 
Aberdeen. Report of the Medical Officer of Health and Sanitary 
Inspector, Monthly, 1890. Dy, M. Hay, 
Birmingham, City of. Report on the Health of, for 1889. 
Dre AV: 
Bolton. Report on the Health of, 1 the Year 1889. 
Ey. Sergeant. 
Chelmsford and Malden Rural Sanitary Authority. Report of the 
Medicai Officer of Health, 1889, and Supplement. 
Dr. J, C. Thresh. 
Chelsea. Annual Report for 1889 of the Medical Officer of Health. 
Dr. Edward C. Seaton. 
Cromer. Annual Report of the Medical Officer of Health for the 
Urban Sanitary District, 1889. 7 p., 8vo. Norwich, 1890. 
T. Shephard. 
Erpingham Union Rural Sanitary District. Annual Report of the 
Medical Officer of Health for the Years 1888 and 1889. 
Lt, Layton. 
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Hackney. Seport on the Sanitary condition of, for the year 1889. 
Dr. J. W. Tripe-. 
Hastings. Annual Report on the Health, Sanitary condition, &c., for 
1889, and for quarter ending December 31st, 1889. C. Know Shaw. 
Report on the Health, Sanitary condition, &c., quarterly, for 





1890. 0. Knox Shaw. 
Kettering. Medical Officer of Health's Report, and Sanitary In- 
spector’s Report for 1889. J. W. Dryland. 


Liverpool. City and Port Sanitary Authority. Report of the Medical 
Officer of Health as to the work done by the Officers during the 
year 1889. Dr. J. Stopford Taylor. 

Report on the Health of Liverpool during the Year 1889. 

Dr. J. Stopford Taylor. 

Newcastle-on-Tyne. Report of the Medical Officer of Health on 
the Sanitary Condition of, with Tabular Returns of Sickness and 





Mortality during 1889. H, E. Armstrong. 
Nottingham. Annual Report of the Medical Officer of Health for 
1888. Dr. B, A. W hitelegge. 
River Tyne Port Sanitary Authority. Annual Report of the Medical 
Officer of Health. Dr. H, EH, Armstrong. 
Scarborough Rural Sanitary Authority. Annual Report on the 
Sanitary Condition of the District for 1889. Di gl CMs 
Stratford-on-Avon Combined Sanitary District. Sixteenth Annual 
Report, 1889. G. H. Fosbrooke. 


St. Faith's Union Rural Sanitary District. Annual Report of the 
Medical Officer of Health for the Years 1888 and 1889. 
S32, Loylor. 
St. George’s, Hanover Square. Medical Officer’s Report for year 
ending March 25th, 1890. 21 p., 8vo. London, 1890. 
Prof. Wi. Corfield, 
Public Analyst’ Report for 1889, ending March. 
Charles EH. Cassal.. 
St. Mary Abbott’s, Kensington. Annual Report on the Health, 
Sanitary Condition, &c., for 1889. Dr. T, O. Dudfield. 
Public Analyst’s Report for 1889, ending March. 
Charles E. Cassal, 
St. Mary’s, Battersea. Public Analyst’s Report for 1889, ending 
March. Charles E. Cassal. 
St. Pancras. Thirty-fourth Annual Report of the Medical Officer of 
Health on the Vital and Sanitary Condition for 1889. 
Dro JS. Fd Sykes. 
Report of the Medical Officer of Health on the Influenza 











Epidemic of 1889-90. Dr, J, F. J. Sykes. 
Torquay Local Board. Annual Report of the Medical Officer of 
Health for 1889. P. Q. Karkeek. 


Wandsworth. Report on the Sanitary Condition of the several 
parishes comprised in the Wandsworth District during the year 
1889, by the Medical os of Health. 

J. Baxter. 
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Watford Local Board of Health. Seventeenth Annual Report by 
the Medical Officer of Health, 1889. Dr. A. T. Brett. 
Whitechapel District. Annual Report on the Sanitary Condition of 
for the year 1889. Dr. J. Loane. 

ictsah a aa Report on the Health of, for the year 1889. 
Dr. H, Malet. 


Melbourne, Royal Sanitary Commission. Second Progress Report, 
Water Supply of the Metropolitan Area. 

Third Progress Report, Drainage and Sewerage. 

Final Report of Royal Commission on Sanitary Condition 
of. 60 p., folio. Melbourne, 1890. Royal Society Commission. 

Metropolitan Asylums Board. Bepartes for year 1889. 160 p., 8vo., 
and Maps. London, 1890. The Board. 

Michaels, M. J. P. De la Sec aenian ahs Maxillaires 4 la suite de 
l ablation totale des os dela Face. 14 p., 8vo. Chateauroux, 1890. 

Michigan State Board of Health. Sixteenth Annual Report, year 
ending June, 1888. 328 p., 8vo. Lausing, 1889. 

Dr. H. B. Baker. 

Molesworth, Sir Guildford, and J. Hmerson Dowson’s Decimal 

Coinage, Weights and Measures popularly explained. 32 p., 8vo. 














London, 1890. Decimal Association. 

New York State Board of Health. Monthly Bulletin, 1890. 4to., 

New. York, 1890. The Board. 
Tenth Annual Report. 532 p., 8vo. Albany, 1890. 

The Board. 

State of. Local Boards of Health in. 209 p., 8vo. 

Albany, 1890. Dr L Batol. 

North, S. W. The Milk Trade as affecting the Public Health. 8p., 

8vo. Leeds, 1889. The Author. 


Nottingham. Meteorology of for 1889. Folio, tables and diagrams. 
P. Boobyer, MB. 

Ontario Provincial Board of Health. Report on Sewage disposal at 
the London Asylum. 8 p., 8vo. Toronto, 1890. 

Col. G. H. Waring, Junr. 

Ottavio, Prof. Leont. Relazione sul Servizio del 1° Semestre del 
1890. 8p., folio. Rome, 1890. Direzrione della Santa Publica. 

Pagliani, Prof. Luigi.  elazione al consiglio superiore di Sanita 
intorno allo ordinamento, della direzione della sanita publica. 
100 p., folio. Rome, 1890. Ministero del? interno. 

Cirea I fatti principali riquardanti Vigiene é la Sanita publica 

nel regno. 9p., folio. Rome, 1890. 

Stato dei cimiteri nei comuni del regno al 31 Decembre, 1889. 
34 p., folio. Rome, 1890. 

Palmberg, Dr. A. Traité de ?PHygicéne Publique d’aprés ses appli- 
cations dans différents pays d'Europe. Traduit du suédois sous le 
direction de M. A. Hamon. 618 p., 8vo. Paris, 1891. 

Author and Translator. 
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Patents. Abridgements of Specifications relating to Alkalies, Oxides, 
and Salts. Division IT. and III. (two books), 1867-1876. 

Wearing Apparel. Division III. and IV., 1877-1883 (two 

books) ; Division I. and IL., 1877-1883 (two books). 

Bleaching and Dyeing and Printing Calico and other Fabrics 
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Pean, . De PAblation Totale des os de la face. 9 p., 8vo. 
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PERIODICALS, 
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Practitioner 
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Sanitarian | 
Sanitary News Weekly 
Sanitary Record Monthly 
Sei-i-Kawi Medical Journal ; 


Reeves, &. H. Sewer Ventilation and Sewage Treatment. 57 p., 
8vo. London, 1889. The Author. 

Registrar-General, England. Weekly and Quarterly Returns of 
Births, Deaths, and Marriages for the year 1890. 

Annual Summary of Births, Deaths, and Causes of Deaths 

in London and other great towns, 1889. 55 p., 8vo. London, 

1890. Registrar-General. 

Scotland. Weekly and Quarterly Returns of Birth, Deaths, 

and Marriages for the year 1890. 

Thirty-third Detailed Annual Report of the Rei 
General of Births, Deaths, and Marriages, in Scotland. Ab- 
stracts of 1887. 459 Ds 8v0. Edinburgh, 1889. 

Richardson, Dr. B. W. Health of Nations. A Review of the Works 
of Edwin Chadwick. 377 p. and 440 p., 2 vols., 8vo. 1887. 

Purchased. 

Rome, Ministero dell intern Direzione della Sanita publica. Bolle- 
tino Sanitaro. Monthly. 

Annali dell Instituto d’ Igienne sperimentale dell’ Universita 

di Roma. publicati per cura del Prof. Angelo Celli. Volume LI. 

Serie II. 248 p., 8vo.- Rome, 1890. Prof. Dr. Celli. 
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Russell, Dr. J. B., on some of the Relations of the Business of the 
Dairy Farmer to Public Health. 20 p., 8vo. Glasgow, 1890. 





The Author. 
Sadlier, Mrs. S. H. Management of Children by a Mother. 690 p., 
8vo. London, 1889. The Author. 
Schofield, Dr. A. 7. Health at Home Tracts. 190 p., 8vo. 
London. The Author. 
Manual of Personal and Domestic Hygiene. 163 p., 8vo. 
London. The Author. 
Sears, John Edward. Architects, Surveyors and Engineers’ Com- 
pendium. 4to. 1890. Prope 1. i. ews. 
Simon, Sir John. English Sanitary Institutions. 496 p., 8vo. 
London, Paris, New York, Melbourne, 1890. The Author. 
Stratton’s Public Health Acts. 270 p., 8vo. London, 1890. 
Purchased. 


Thompson, Dr. J. A. An Address delivered at the Second Session 
of the Australian Association for the Advancement of Science. 
31 p., 8vo. Sydney, 1890. The Author. 

Dr. J. Ashburton. New South Wales. A Record of the 
Sanitary State, on December 31st, 1887. 23 p., 8vo. Sydney, 
1890. The Author. 

United States. Tenth Census, 1880. Social Statistics of Cities. 
Part I1., Vol. XIX. 843 p., 4to. Washington, 1887. 

Rogers feld. 

United States Army. Report of the Surgeon-General of the Army 
to the Secretary of War, for the year ending June 30th, 1889. 
207 p., 8vo. Washington, 1889. The Surgeon-General. 

Waring, Col. G. E. The Sewerage of Columbus, Ohio. 24 p., 8vo. 
Columbus, 1890. The Author. 

Waring, G. #., jun. Sewerage and Land Drainage. 406 p., 4to. 
New York and London, 1889. The Author, 

Whittall, /. H. Elementary Lecture on the Theory of Life Assur- 
ance. 27 p., 8vo. London, 1890. The Author. 
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BLoMFIELD, Sir A. W., M.A., F.R.1.B.A., 6 Montaju 
Place, W. 

Buyto, A. Wynter, M.B.c.8., L.8.A., Court House, 
Marylebone. 

TBoutnois, H. Percy, M.rnst.c.u., City Engineer, : 

Liverpool. 

Bowman, Sir William, Bart., M.D., LL.D., F.B.S., 5, 
Clifford Street, Bond Street, W. 

Brert, A. T., M.D., M.o.H., Watford House, Watford. 

Brieuten, W. G., 108, Fenchurch Street, E.C. 

Brock, J. H. E., M.D., B.sc.LOND., 115, Adelaide Road, 
South Hampstead. 
Brown, Harry, University College, Gower Street, W.C. 
Brownine, Benjamin, L.B.0.P., M.B.C.8., D.P.H.CAMB., 
1, Westbourne Terrace, W. . 
Buresry, J. Stone, Trent House, West Cowes, I. of W. 
Burvert, Henry C., F.s.8., F.u.8., The Lodge, Porchester 
Square, W. 

Buresss, Peter, M.a., M.B., Driffield, Yorkshire. 

CamBriner, H.R.H. tHe Duke of, K.a., Gloucester 
House, Park Lane, W. 

CarEw, R. R., Carpenders, Watford, Herts. 

CaRPENTER, Alfred, M.D. LOND., M.R.C.S., D.P.H.CAMB., 
Heath Lodge, Morland Park, Croydon. 

Carter, R. Brudenell, F.z.c.8., 27, Queen Anne Street, 
Cavendish Square, W. 

Cassa, Charles E., F.1.¢., F.0.8., Town Hall, Kensington. 
W., (Vestry Hall, Mount Street, Grosvenor Square, 
W.), (Brenne House, Wandsworth Common, S.W.). 

Caters, Arthur, F.R.1.B.4., 7, Whitehall Yard, S.W. 

Cuark, F. Le Gros, F.n.8., The Thorns, Sevenoaks, Kent. 

Coruins, H. H., F.R.1.B.4., 61, Old Broad Street, E.C.; 
and 5, Randolph Road, W. 

Cotnins, Wm. J., M.D., B.SC.LOND., D.P.H., 1, Albert 
Terrace, Regent's Park, N.W. 

Cotman, J. J., M.P., Carrow House, Norwich. 

CoRFIELD, Pror. W. H., M.a., M.D.OXON., F.B.C.P.LOND., 
19, Savile Row, W. 

CRAWFORD, Sir Thomas, M.D., K.c.B., 5, St. John’s Park, 
Blackheath. 

Curter, Thomas William, F.R.1.B.A., 5, Queen Square, 
Bloomsbury. 

Davey, Alexander George, M.D., L.R.C.P., M.B.C.8., 9, 
Belvedere Street, Ryde, Isle of Wight. 


1888. 
1888. 
1890. 
1888. 
1888. 


1888. 
1888. 


1888. 
1888. 
1890. 
1888. 


1888. 
1888. 


1888. 
1888. 


1888. 
1888. 
1888. 
1888. 


1888. 
1890. 


1888. 
1890. 
1888. 
1888, 
1890. 
1890. 


1888. 
1888. 


1888. 


Oct. 
Oct. 
Feb. 
Oct. 
Aug. 


Oct. 
Oct. 


Oct. 
Oct. 
Dee. 
Oct. 


Oct. 
Aug. 


Oct. 
Nov. 


Aug. 
Oct. 
Oct. 
Oct. 
Oct. 


May. 


Oct. 


Jan. 
Oct. 
Oct. 


June. 


Jan. 


Oct. 
Dec. 


Oct. 


FELLOWS. 315 


Drbey.: Roo On. HARE OF): D/C. BED, PRs, 33; 
St. James’ Square, London, S.W. 

Dovutton, Str Henry, Lambeth, S.W. 

Dowson, A., 3, Gt. Queen Street, Westminster. 

Doytz, Patrick, cn, F.a.8., Indian Engineering, 
Spence’s Hotel, Calcutta. 

DuprFtrep, T. Orme, M.D., L.R.C.P., M.B.0.8., 14, Ashburn 
Place, Cromwell Road, S.W. 

Dyxg, T. J., F..C.8., The Hollies, Merthyr Tydfil. 

Eaton, John, M.D., Montreal House, Cleator Moor, Cum- 
berland. 

Exuis, W. Horton, ¥.R.MET.soc., Hartwell House, Exeter. 

Evans, Sir T. W., Allestree Hall, Derby. 

Ewart, Joseph, M.D., F.R.C.P., J.P., Montpelier House, 
Montpelier Terrace, Brighton. 

Fayrer, Sir Joseph, K.0.8.1., M.D., F.B.C.P., F.B.C.S., 
LL.D., F.B.8., 53, Wimpole Street, W. 

Frewp, Basil, B.a., 36, Lincoln’s Inn Melds, W.C. 

Frietp, Rogers, B.A., M.INST.C.E., 7, Victoria Street, 
Westminster, S.W. 

Frowrr, Masor Lamorock, 48, Holland Road, W. 

Forrescus, Rr. Hon. Hart, 40, Belgrave Square, S. W., 
(Castle Hill, South Molton, Devon). 

GaLTon, Sir Douglas, K.c.B., D.C.L., LL.D., F.R.8., 12, 
Chester Street, Grosvenor Place, S.W. 

Gowers, William Richard, M.B., 50, Queen Anne Street, 
W. 


GrantHamM, R. B., M.1nst.c.5., Northumberland 
Chambers, Northumberland Avenue, S.W. 

GrimsHaw, Thomas Wrigley, M.D., Priorsland, Carrick- 
mines, Dublin. 

Harker, J., M.D., J.P., Hazel Grove, Carnforth, Lance. 

Harris, Alfred E., L.R.c.P., L.R.0.8., M.0.H., Health 
Offices, Sunderland, (Brookside Villa, Sunderland). 

Harris, Thomas, F.R.1.B.A., 6, Southampton Street, 
Bloomsbury Square, W.C. 

Harrison, C., M.D., D.P.H.CAMB., Newland, Lincoln. 

Hart, Ernest, 38, Wempole Street, W. 

Havinann, A., M.R.0.8., International Club, Charing 


Cross, S.W. 

Heurr, Patrick, M.D., F.R.0.8., D.P.H., Hyderabad, Deccan, 
India. 

‘Hity, Alfred, M.D., M.RB.C.S., L.8.A., he Council House, 
Birmingham. 


Hit, M. Berkeley, M.B., F.R.0.8., 66, Wimpole Street, W. 

Hime, Thomas Whiteside, a.B., M.B., L.R.C.S., 54, Horton 
Road, Bradford. 

Hopson, George, M.INST.C.E., Abbey Buildings, Princes 
Street, Westminster, (Loughborouyh). 
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1889. 
1888. 
1889. 


1890. 
1888. 


1888. 
1888. 


. 288s. 

1888. 
1888. 
1889, 
1888. 
1888. 


1888. 
1888. 


1888. 
1888. 
1888. 
1888. 
1888. 
1888, 
1889. 
1888. 
1888. 
1890. 
1890. 
1888. 


1890. 


Dee. 
Oct. 
Dec. 


Jan. 
Oct. 


Aug. 
Oct. 


Dee. 
Oct. 
Oct. 
Dec. 
Oct. 
Oct. 


Dee. 
Aug. 


Oct. 
Dee. 
Dec. 
Oct. 
Oct. 
Oct. 
Dee. 
Oct. 
Dee. 


Jan. 


June. 


Dec. 


FELLOWS. 


Horr, E. W., Municipal Offices, Liverpool. 

Humeury, Sir G. M., M.p., F.B.8., Cambridge. 
Hounrer, Sir Wilham Guyer, K.c.M.é., M.P., M.D., 
F.R.C.P., 21, Norfolk Crescent, Hyde Park, W. 

Itirrt, William, M.R.¢.8., 41, Osmaston Street, Derby. 

Jones, Linur.-Con, A.S. %,@., ASSOC.M.INST.C.E., 
Culverside, Carshalton, Surrey. 

Juper, Mark H., a.n.1.B.a., 15, Connaught Square, W. 

Kurtiy, Charles, M.D., F.R.0.P., Ellesmere, Gratwicke 
Road, Worthing. 

Kinepon, J. A., Grocer’s Hall, E.C.. 

LatHamM, Baldwin, M.INST.C.E., F.R.MET.SOC., F.G.S., 

 ~*F.S.S., 13, Victoria Street, 8. W.., (Nantwich House, 
Park Fill hase, Croydon). 

Law, Henry, M.INST.0.E., F.R.MET.SoC., 17, ig 
‘Street, S.W., (245, Vauchall Bridge Road). 

Lawrence, Srr Trevor, BART., M.P., 57, Prince’s Gate, 

Lawson, Inspector-GENERAL R., LL.D., ¥.9.8., 20, 
Lansdowne Road, Notting Hill. 

Lear, Charles J., F.1.8., F.8.4., 6, Sussex Place, Regent's 

Park, N.W. 

Lear, W., 6, Sussex Place, Regent's Park, N.W. 

Lewis, Pror. T. Hayter, F.s.a., F.R.1.B.4., 12, Kensing- 
ton Garden Square, S.W. 

Livesny, J., M.INST.O.B., 2, Victoria Mansions, Victoria 
Street, Westminster, S. W. 

Lonestarr, G. B., M.D., M.A., D.P.H., Southfield Grange, 
Wandsworth, S.W. 

Lusgock, Sir John, BART., M.P., D.C.L., F.B.8., Lombard 
Street, H.C. 

Macxny, John Alexander Dixie, B.A.oxon., 1, West- 
bourne Terrace, W. 

Mawnseracu, James, M.INST.C.B., 5, Victoria Street, S.W. 

Marsnatt, John, F.r.s., 10, Savile Row, W. 

Marren, H. J., m.rnst.c.u., The Birches, Codsall, 
Wolverhampton. 

Meatu, Rr. Hon. Hart or, 83, Lancaster Gate, Hyde 
Park. 

Micuart, W. H., Q.0., 45, Bedford Square, W.C., 
(Foxgrove Road, Beckenham, Kent), (King’s Bench 
Walk, Temple). 

Moreny, Shirley F., m.n.c.8., 41, Queen Anne Street, W. 

NeEwsHoLME, Arthur, M.D., M.R.C.S., L.S8.A., D.P.H., M.O.H., 
Town Hall, Brighton, (15, College Road, Brighton.) 

NigutinegaLtb, Miss F., 19, South Street, Grosvenor 
Square, W. 

Nort, Samuel W., M.B.0.8., F.6.8., M.0.H., Micklegate, 
York. 


1888. 
1890. 
1888. 
1888. 
1888. 

1889. 
1888. 
1888, 
1888. 
1888. 
1888. 
1888. 
1890. 
1888. 
1888. 


1890. 
1888. 


1888. 


1888. 
1890. 


1888. 
1888. 
1888. 
1888. 
1890. 
1889. 
1889. 


1888. 
1888. 


Aug. 
Nov. 


Oct. 
Oct. 
Oct. 


Nov. 


Oct. 


Aug. 


Oct. 
Oct. 


Oct. 


Aug. 


Jan. 
Oct. 
Oct. 


Feb. 
Oct. 


Nov. 


Oct. 
Jan. 


Oct. 
Oct. 
Oct. 
Oct. 


Jan. 
Jan. 


Dee. 


Oct. 


Dee. 


FELLOWS. Ou 


NorTHUMBERLAND, His Grace tHE DUKE of, K.G.,. 
D.C.L., LL.D., 2, Grosvenor Place, S.W. 

Norrer, Professor J. Lane, B.A., M.D., D.P.H., Leigh 
Grange, Woolston, Southampton. 

OnRen, Magnus, Assoc. M.INST.C.E., F.C.8., Lower 
Sydenham. | 

OxttarD, J. F., Lhe Manor House, North Runeton, 
King’s Lynn. 

OxtaRD, William Ludlam, Musticott House, Walsoken,. 
Wisbeach, Norfolk. 

Paget, Charles Edward, M.R.¢.8., D.P.H., M.0O.H., Town 
Hall, Salford. 

Paget, J., J.p., Stuffynwood, Mansfield. 

Parkes, Charles Henry, Netherfield, Weybridge. 

Parxes, Louis Coltman, M.D., M.R.C.S., DP.H., 61, 
Cadogan Square, S.W. 

Preas, J. Wallace, assoc.M.INST.C.E., 9, Welbeck Man- 
sions, Cadogan Terrace, S.W., (21, Queen Annes 
Gate, SuW..).: 

Priumsz, Rowland, F.8.1.B.A., 13, Fitzroy Square, W. 

Poors, George Vivian, M.D., F.R.0.P., 30, Wimpole St., W. 

PoweEtL, Francis Sharp, M.P., 1, “Cambr idge Square, 
W., (Horton Old Hall, Bradford). 

PRITCHARD, E., M.INST.C.E., F.G.8., 2, Storey’s Gate, 
SW. (37, Waterloo See, Birmingham), 

Rawiinson, Str Robert, K.c.B., M.1nst.c.z., 11, The 
Boltons, Brompton, S.W. 

Repwoop, T. Hall, M.p., The Lawn, Rhymney. 

Reynowps, Pror. J. Russell, M.D., F.R.0.P., F.B.8., 38, 
Grosvenor Street, W. 

Ricuarpson, Benjamin Ward, M.D., LL.D., F.R.S., 25, 
Manchester Square, W. 

Ricwarpson, J., M.INST.C.E., Methiley Park, Leeds. 

Rrpon, Most Hon. Marqunss OV, K.G:, D.0an, FBS, 
ie Carlton Gardens, S.W. 

Ropins, Edward Cookworthy, F.S.A., F.R.1.B.A., 46,. 
Berners Street, W. 

Ropinson, Pror. Henry, M.iInst.c.u., 18, Victoria 
Street, S.W., (54, Boundary Road, N.W.). 

Russevt, Hon. F. A. Rollo., F.R.mur.soc., Pembroke 
Lodge, Richmond Park. 

RUSSELL, Jas. A., M.A., F.R.C.P. EDIN., M.B., B.SC., F.B.S.E.,. 
Woodville, Canaan Lane, Edinburgh. 

Russevp, J. B., M.D., LL.D., M.o.H., Glasgow. 

Saut, Thomas, M.P., 85, St. George’s Square, S.W. 

Seaton, Edward Cox, M.D., F.B.0.8., 85, George Street, 
Bonaver Square, W. 

Suaw, George, 20, King Edward Street, Newgate St., £.C. 

SINVEKING, SIR E. H., M.v., 17, Manchester Square, We 
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1889. 


1888. 


1888. 


1888. 
1889. 


1888. 


1888. 


1888. 
1889. 


1889, 


1888. 
1888. 
1889. 
1888. 
1888. 


1888. 
1888. 


1889. 
1889. 


1888. 


1888. 
1888. 


1888. 
1888. 


1888. 


1889. 


Nov. 


Oct. 


Oct. 


Oct. 


Mar. 


Oct. 
Oct. 


Aug. 
Dee. 


Oct. 
Oct. 
Dee. 
Oct. 
Oct. 


Oct. 


Aug. 


Feb. 


Oct. 
Oct. 


Aug. 


Oct. 


Oct. 
Oct. 


Jan. 


FELLOWS. 


SmitH, James, Osborne, A.R.1.B.A., 34, Southampton 
Street, Strand, W.C., (65, Frithfield Gardens, 
Uxbridge Road, W.). 

Smita, William Robert, M.D., F.R.S.E., F.0.8., B.SC., D.PH. 
cAMB., 74, Great Russell Street, W.C., (Plumstead, 
Kent). 

SyecL, H. Saxon, F.R.1.B.A., 22, Southampton Build- 
ings, W.C., and Lynden Lodge, Elmfield Road, 
Bromley, Kent. 

STEELE, John Charles, M.D., Guy’s Hospital, S.E. 

STEPHENS, Henry C., M.p., Avenue House, Finchley. 

Strone, Henry John, M.v., Whitgift House, George 
Street, Croydon. 

Syxes, J. F. J., M.B., B.sc., D.P.H., 171, Camden Load, 

NOW. 

Symons, G. J., F.R.S., 62, Camden Square, N.W. 

Taytor, J. Stopford, M.p., M.o.H., 6, Grove Park, 
Liverpool. 

Taytor, John W., M.D., D.SC., J.P., M.O.H., Haaminer 
in Medical Jurisprudence, and for the final B.Se. 
in the department of Public Health, University of 
Edinburgh, Rothesay House, Scarborough. 

Trempie, Rieut Rav. Frederick, D.D., LORD BISHOP OF 
Lonpon, The Palace, Fulham. 

THompson, John, M.D., F.R.C.8., J.P., Lynton Louse, 
Bideford. 

THompson, Str Henry, M.zB., 35, Wimpole Street, W. 

THorne, R. Thorne, M.B., 45, /nverness Terrace, W. 

TurBervit1, Cox. T. Picton, Hwenny Priory, Bridgend, 
Glamorgan. 

TurNeER, Ernest, F.R.1.B.4., 246, Regent Street, W. 

Twinine, Thomas, Perryn House, Twickenham. 

Tynpaut, Professor John, F.r.s., Hind Head House, 
Shotter Mill, near Petersfield. 

‘Waxrorp, Edward, M.D., D.P.H.CAMB., M.R.C.S., M.O.H., 
Town Hall, Cardiff. 

Warinea, Cor. G. E., Jun., M.1nst.c.8., Newport, Rhode 
Island, U. S. Amervea. 

Warrrnouss, Alfred, r.a., 20, New Cavendish St., W. 

Westminster, His Grace THE DUKE OF, K.G., Grosvenor 
House, W. 

Wuirtetecen, Benjamin Arthur, M.D., B.SC., D.P.H.CAMB. 
Wakefield. 

Witziams, Dawson, M.D., 25, Old Burlington Street, W. 

Witson, George, M.A., M.D., F.R.S.E., 7, Avon Place, 
Warwick. 

Wix, H. A., 3, King’s Bench Walk, Temple, E.C. 
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ORDINARY MEMBERS (Mew. San. Inez.) 


t+ Marked thus have passed the Examination of the Institute for Local Surveyors. 


t Marked thus have passed the Examination of the Institute for Inspectors of Nuisances. 


1889, 
1890. 


1889. 
1889. 


1889. 
1888. 
1888. 
1889. 


1888. 
1889. 


1889. 
1888. 
1888. 
1889. 
1890. 
1888. 
1888. 


1889. 
1888. 


1890. 
1888. 


1889. 
1888. 


1890. 


Dee. 


Feb. 


Dee. 
Oct. 
Feb. 


Oct. 


May. 
Mar. 


Mar. 


Nov. 


ACLAND, Sim Henry W., 5.0.8, °M.D., DC.L., FBS, 
Broad Street, Oxford. 

AvAMs, Frederick Edward, M.D., D.p.u., Wellingborough, 
Northampton. 

Apams, James, M.D., M.0.H., Springwell, Barnes, Surrey. 

ADDIS, William J udson, Eeecutwe Engineer and Seere- 
tary to the Bassewn Municipality, Bassein, Burmah. 

ADKINS, George, L.R.C.P.LOND., D.P.H., M.O.H., Yealmp- 
ton, Plymyton, Devon. 

Arry, Hubert, M.a.,M.D., Local Government Board, S.W. 

AupaM, William, Frickley Hall, near Doncaster. 

ALDWINCKLE, Thomas William, F.R.1.B.4., 2, Hast India 
Avenue, Leadenhall Street, H.C. 

ALEXANDER, W. C., Aubrey House, Campden Hill, W. 

ALLAN, Francis J., M.D., D.P.H. (EDIN.), 53, Devonshire 
Street, Portland Place, W. 

ALLFREY, Charles Henry, M.D., F.R.C.8., D.P.H., Plas 
Newydd, Princes Road, St. Leonards-on-Sea. 

Ames, H. St. Vincent, M.a., Cote House, Westbury-on- 

“Trym, Bristol. 

ANDERSON, Geo., C.E., 35a Great George Street, West- 

minster, S.W. 


TANDERSON, John Reid, The Cottage, Gibson’s Hill, 


Norwood, S.E. 

ANDERSON, John, ASSOC.M.INST.C.E., Town Hall, Mon- 
trose, N.B. 

AnpDRESEN, August F., Priory Cottage, Mill Lane, West 
Hampstead. 

Anprew, Capr. C. W., 286, Kennington Park Road, 
SE. 

Anprews, G. R., Surveyor, Johannesburg, South Africa. 
AnpDREWS, Jonathan, 10a, Mount Street, Berkeley 
Square, W. ’ 

AnceEtt, A. Torrington, 2, Drayton Gardens, S.W. 


TANGELL, John A., ASSOC.M.INST.C.E., 50, Leyspring Rd., 


Leytonstone, Essex. 

Anson, Frederick Henry, M.a., ASSOC.M.INST.C.E., 15, 
Dean’s Yard, Westminster, S.W. |» 

ArmstTronG, Pror. H. E., PH.D., F.R.S., 55, Granville 
Park, Lewisham, S.E. 

Aspinatn, Miles, 11, Kendrick Street, Stroud. 
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1888. 
1888. 


1888. 
1888, 


1890. 
1890. 


1888. 
1888. 
1888. 
1888. 
1888. 


1888. 
1889. 


1888. 
1888. 
1888. 
1888. 
1888. 
1888. 
1888. 
1888. 
1888. 
1888. 
1889. 
1888. 
1889. 
1889. 


1889. 
1888. 


1890.’ 


Oct. 
Oct. 


Oct. 
Oct. 


May. 
May. 


Oct. 


Oct. 
Oct. 
Dec. 


Oct. 
Oct. 
Dec. 


Oct. 
Oct. 


Oct. 
Oct. 
Dee. 


Oct. - 


Oct. 
Oct. 


Oct. 


Oct. 


Mar. 


Oct. 


Novy. 
Mar. 


Feb. 
Oct. 


Apr. 


MEMBERS. 


AvumontgEr, F., 110, High Street, Manchester Square, 
W. 

Baker, Str Benjamin, K.C.M.G., M.INST.C.E., 2, Queen’s 
Square Place, Westminster. 

Baxer, R., Ballingdon House, Green Lanes, N. 

Banner, E. G., Wessex House, Northumberland Avenue, 
W.C. 

Barron, John Isaac, Ryde, (Ventnor), Isle of Wight. 

BatTEMAN, James, Assistant Engineer, Natal Govern- 
ment Railway. 

Baruurst, THE Rr, Hon. tHe Harz, 20, Grosvenor 
Gardens, S.W. 

Baveu, Alfred C., Lgerton Street, Wrexham. 

Bran, Alexander Thomas, 7, Victoria Street, S.W. 

TBearp, E. T., The Colonial College, Hollesley Bay, 
Suffolk. 

Buarp, George, Thickthorn, Kenilworth. 

Bearp, Neville, Zhe Mount, Ashbourne. 

BrarpMorE, George Russell, L.8.C.P.LOND., M.R.C.S., 
L.S.A., D.P.H.CAMB., Warwick House, Upper Street, 
Islington. . 

Brcx, Marcus, M.B., 80, Wempole Street, W. 

Beppor, John, B.A., M.D., F.B.S., Mortimer House, 
Clifton, Bristol. 

Brevor, Mrs. Elizabeth, 129, Harley Street, W. 

Bey, Thomas, L.R.0.P. LOND., Uppingham, Rutland. 
tBrensamMiIn, Horace Bernton, F.R.G.s., 28, Albemarle 
Street, W., (87, Upper Grosvenor Street, W.). 

Beynett, Hugh, u.R.0.8., Builth Wells, Brecon. 

BERNARD, William Larkins, 39, Broad Street, Bristol. 

+Brerrgineton, R. E. W., ASsoc.M.INST.C.E., Grarseley, 


Wolverhampton. 

Bicoxersteru, E. R., F.B.0.8., 2, Rodney Street, Liver- 
pool. : 

Buack, Sura.-Masor W.G., 2, George Square, Edin- 
burgh. 


Buarr, William Nisbet, assoc.M.1NsT.c.E., Zown Hall, 
Bootle-cum-Linacre. 

Buasnitn, T., F.R.1B.A., Superintending Architect, 
London County Council, Spring Gardens, S.W. | 

Burxstey, Arthur Herbert, J.P., Borough of Kimberley, 
Griqualand West, Cape Colony. 

Buumer, Frederick Milnes, B.A., M.B., M.0.H., Yoregate 
Street, Stafford. 

Boupine, John T., 19, South Moulton Street, W. 

Bonp, Frederick Adolphus, M.B., C.M.EDIN., D.P.H.EDIN., 
Seerscroft, Faygate, Sussex. 

Boopsyer, Philip, M.B., M.R.C.8., M.0.H., T’he Guildhall, 
Nottingham. 


1888. 
1888. 
1888. 
1888. 


1888. 
1889. 
1888. 
1888. 
1889. 
1889. 


1889, 
1888. 


1888. 
1888. 
1888. 
1890. 


1888. 
1890. 


1889. 


1889. 
1889. 


1888. 
1888. 


1889. 
1888. 
1889, 
1888. 
1890. 
1888. 


1888. 


Dee. 
Oct. 
Oct. 
Oct. 


Oct. 


Mar. 


Oct. 


Noy. 
Apr. 
Mar. 
Apr. 


Oct. 
Oct. 


Dee. 
Dee. 


Apr. 
Dee. 


Mar. 


Nov. 
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¢BurrerwortH, Arthur, Board of Works, Maxey Road, 
Plumstead. 

tBuxron, Anthony, Carisbroke, Isle of Wight. 

¢Cattaway, Albert Henry, Grosvenor Villa Evesham 
Place, Stratford-on-Avon. 

¢CatTTen, Joseph H., 32, Hvxeter Street, Sloane Street, 

+Cuanzny, William H., 36, Essex Street, Strand. 

CHEEK, Philip, 4, Wharves, Goods Station, King’s Cross. 
tCuristip, David, 76, Brunswick Avenue, Huil. 
¢CuarKson, Joseph, 76, Lonaker Street, Southport. 
¢CiarTon, Edward, Mansfield, Notts. 
¢Currron, Henry Chas., 50, Porchester Road, Bayswater. 
tCosyaM, C., The Shrubbery, Gravesend. 

CopHaM, G. k., 3, Hdwin Street, Gravesend. 
tCocxsuRN, Henry Mace, 27, Claremont Road, West 

Kilburn, N.W. 
£CooxK, William Gough, 395, Kennington Road, S.E. 
tCoorrer, William George, Sanitary Inspector, Bourne- 
mouth. 
tCoprsticK, George Christopher, 1, Arboretum Square, 
Arboretum Street, Derby. 
tCorBerr, Richard Lawrence, Oakenqates, Salop. 
t¢Corvon, Robert Curtis, Hillside Cottage, Duffield, Derby. 
+Corrick, Alfred. 

Corrie, Arthur Thomas, Selly Oak, Near Birmingham. 

Court, Thomas Henry, 103, King’s Road, Peckham, 

(140, Tanners Hill, Deptford). 

tCowreEr, Joseph, 22, Talma Road, Briaton. 

CowPer-Cotes, Cowper Bickerton, 95, Wigmore Street, 

W. 

+Crocxer, Thomas William, Vestry Hall, Pancras Road, 
N.W. 

tCRocKWELL, George E., 14, Church Street, Ilfracombe. 

tCroaHan, Thomas Andrew, 37, Devonshire Gardens, 
Buston. 

tCrossp, Hammond William, St. Mary’s Cottage, Putney. 

tCrossLEY, James, 30, Shaftesbury Street, Kecles. 

¢CrowrHeER, William Christopher, 51, Hind Street, 
Stockton-on-Tees. 

tDaurry, John, Sanitary Inspector, Wellington, Salop. 

tDartey, George, 49, St. Marks Street, Woodhouse, 
Leeds. 

tDavius, T. Lane, 5, Leopold Street, LH. 

+Dawson, William, 6, Brooklands Road, Birkenhead. 

¢Duan, Samuel Saunders, Hugglescote, Ashby-de-la-Zouch. 

+Deun, Thomas George, 17, Grosvenor Road, S.W. 

DrnsHaM, Charles A., 55, Cochrane Street, St. John’s 

Wood, N.W. 
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tDrcx, William, Atrknewton, Midlothian. 
Doveuas, Tun Hon. J., Thursday Island, Torres Strait, 
Queensland. | 
Dovrer, John Henry, 138, King Street, Kensington 
Square, W. 
¢Draxe, W. Medley, Airkheaton, Huddersfield. 
tDucx, Albert George, 211, Tooley Street, Horsleydown, 
S.L. 
tDunzBar, David, 41, Summerfield Terrace, Aberdeen. 
tDyer, Samuel, 3, Wellington Road, Bridlington Quay. 
¢Dyson, John Henry, Park Terrace, Thornhill, near 
Dewsbury. 
¢Harus Ley, William Oakley, 3, Clephane Road, Canon- 
bury, V.. 
tEastron, Charles Joseph, Coombes Croft House, High 
Street, Tottenham. 
tEpmonps, Henry James, 76, St. John Street Road, E.C. 
tEpmonps, William H., 105, Great College Street, N.W. 
Epwarps, John, 16, Gladstone Street, St. George's Road, 
S.E. 
tEmerace, Daniel, Dane Hill Sanitary Works, Margate. 
tEvans, John Evan, 137, Weston Street, Tooley Street, 
SE. 
+Evineron, Charles William, 12, Bridlington Street, 
FHtull. | 
tFarrcHiLD, Samuel C. G., 569, Wandsworth Road, 
Clapham, S.W. 
Fineon, William, 44, Mason Street, Kingston-wpon-Hull. 
tFrncuer, John Gazeley, Aldershot. 
tFrowsr, T. J. Moss, Liverpool Chambers, Corn Street, 
Bristol. 
+Foruanp, John Percy, 22, Liverpool Street, King’s Cross. 
tForpHAaM, Wm. Francis, Hampton House, High Road, 
Kilburn. 
tForrester, William, Headcorn, Ashford, Kent. 
France, T. W. Chapman, 36, Bristol Road, Edgbaston. 
¢Futcumr, George, Stony Stratford. 
Fuuton, Peter, 72, High Street, Camden Town, N.W. 
GaAIRDNER, Pror. W. T., M.D., LL.D., The Unwersity, 
Glasgow. 
+GARDNER, C. 'T., 82, Annandale Road, Chiswick. 
GARLAND, Wmwn., 12, Higher Maudlin Street, Barnstaple. 
Gass, John Bradshaw, A.R.1.B.4., 19, Sclverwell Street, 
Bolton. 
¢GATHERCOLE, William Henry Joseph, Engineer’s Office, 
Guildhall, H.C. 
tGipps, Arthur Gordon, 12, Western Road, Little- 
hampton, Sussea. 
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tGizson, John, 5, Stanghow Road, Skelton-in-Cleveland. 

tGiiBEART, John Joseph, 11 & 12, Little Chester Street, 
Belgrave Square, W. 

tGruuiEs, Neill, Lochgilphead, Arg gyllshire, NB, 

+Goups, Thomas William, Vestry Hall, Paddington. 

+Goopwyn, Arthur Ayde, 10, Grassonon Road, Richmond, 
Surrey. 
tGrant, Walter, 14, Hyde Gardens, Kastbourne. 
tGraves, Matthew Dodgson, 74, College Street, York. 
EGREENWELL, Allan, Surveyor’s Office, Frome. 
GRiBBLE, Miss Sarah C., 11, Wellswood Park, Torquay. 
GrinHAM, Philip Boys, Rigiborne Down, Alresford. 
tGroom, William Edwin, 117, Wells Street, Camberwell. 
tGunn, Alexander, 123, King Street, Aberdeen. 
tHatu, George Berringer, F.¢.s., 10, Waldemar Avenue, 
Fulham Road. 

tHaustzeaD, Robert, 301, Queensgate, Burnley. 

+HarRison, George, cee Lewester. 

+HARRISON, Henry, 5, Beaconsfield Terrace, West Ken- 
sington. 

+tHarrison, Wm. L., 7, Dock Street, Hull. 

tHart, W.S., 29, Coley Hill, Reading. 

¢Hay, Alexander, Barony Local Authority, Glasgow. 

+Heap, Robert H., 7, Upper Baker Street, N.W. 

Hearn, Walter, 7 2, High Street, Huntingdon, and 21, 

Mecklenburg gh Square, Wad. 

tHuarne, William, Buenos Ayres. 

tHuspon, Horace, 14, St. Edmunds Terrace, Primrose 
Hl NW. 

tHiuts, Arthur Reginald, 24, Harley Street, Bow, E. 

tHosss, W. F., 36, Melbourne Street, Stalybridge. 

tHonexus, Albert, 57, Hall Street, Blakenhall, Wolver- 
hampton. 

tHottann, Percy, Fairstead Cottage, Newmarket. 

tHormes, William, 23, Belgrave Rd., Keighley, York- 
shire. , 

tHoorsrr, Thomas Rowland, Redhill, Surrey. 

tHoormr, William, 4, Lucas Road, St. John’s Road, 
Penge, S.L. 

Horncastie, Henry, Chobham, Woking Station, Surrey. 
+Horrocks, Joseph, 10, Union Street, Southport. 
tHoveuton, Robert Alfred, 5, Springfield Road, Wim- 

- bledon. 
tHueuus, Edward J., 102, Camden Street, Birkenhead. 
tive, Henry William, 28, Parry Place, Plumstead. 
tineram, William Jones, Gioldsworth Road, Woking. 

Jacos, Oswald, Sanitary Inspector, Keltham, Middlesex. 


tJasper, Robert Wevill, Withersfield Road, Haverhill, 


Suffolk. 
Y 
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tJeLLIs, John, 188, Uttoxeter Old Road, Derby. 
¢JmnnuR, Richard Messenger, Parade Road, Sandgate. 
tJounson, John William, 785, Commercial Road, Lime- 
house, E. 
tJounson, Joseph Edward, Town Hall, Hull. 
Jones, John, 40, Sydney Street, Chelsea. 
tJonzs, Julius Morris Wilson, 27, Mornington Load, 
Bow, £. 
tJonzs, William, Cemlyn, Dolgelly, Merioneth. 
tJours, William, Gateshead. 
tJury, H. A., North-East Lodge, Chelsea Bridge, Gros- 
venor Roe. Pimlico, S.W. 
tKeat, J., Southview Hill Road, Sutton, Sarre Yy. 
+KEMSEEY, Jesse, Casilla del ’ Correo, Buenis Ayres. 
+Krnn4, J ahi 103, High Street, Barnstaple. 
tKine, Frederick William, Heybridge, Maldon, Essea. 
Krre, Charles, 31, Barronsmere Road, East Finchley. 
tKnienr, Robert, junr., Dunfermline, Fife. 
tKyient, William Henry, 10, Bury Road, Noel Park, N. 
tLanpmr, James, 111, St. John’s Road, Upper Holloway. 
tLapwortn, J., Vestry Hall, Bethnal Green, E. 
fLaurig, John, Albany Villas, Weston Road, Gloucester. 
tLaytann, William Thomas, Grimstone, King’s Lynn. 
¢Lnar, James Walter, 114, Culford Road, De Beauvoir 
Town, N. 
tLex, James, 25, Trafford Street, Rochdale. 
tLuae, 8. C., 117, Powerscroft Road, Lower Clapton, N.E. 
tLennox-Crarkn, A. 
tLewis, Arthur, Isham, Wellingborough. 
¢Lieutroor, Thomas, 3, Trevor Square, Knightsbridge. 
¢Lienrroot, William Charles, 20, High Road, Knights- 
bridge. 
{LILty, William Gent, 5, Whitcomb Street, W.C. 
¢Lirriz, William, 51, “‘Trafal gar Street, Carlisle. 
+Lirrnnron, tora 45, Roundhill Street, Bradford. 
tLock, G. H., 64, Richards Terrace, Roath, Cardiff. 
¢Luxes, Arthur Henry, Town Hall, Gravesend. 
¢Lunp, Clifton, 2, Arbour Street, Southport. 
tLunp, Jeremiah, St. James’s Vestry, Piccadilly. 
¢McDonatp, A. L., 37, George Street, Gipsy Hill, S.L. 
Maclnrosu, James, 38, Langham Street, W. 
Mackay, George Archibald D., Inspector of Cleansing, 
Edinburgh. 
Mackay, James John, 186, Kensal Road, W. 
tMacrennan, John, Carnock House, Carnock, Dunferm- 
line. 
¢Macuire, James, Sanitary Inspector, Huddersfield. 
tMatcorm, Alfred, Clayton, near Manchester. 
tMaRLAnD, George, 88, Huddersfield Road, Oldham. 
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Marson, A, J., 390, San Martin, Buenos Ayres. 
Mason, Jonathan, 1, Grove Terrace, Grove Road, 
Leytonstone. 
Marutas, H. D., 48, Weldon Street, Walton, Liver ‘pool. 
May, William ae Vestry Hall, Hampstead. 
Merrrtn, John, Albany Road, 8 heffield. 
Mritiarp, William David, 1, Hlswck Villas, Ramsgate. 
Mitnar, W., 18, St. Paul’s Road, Preston. 
¢Minty, Samuel, The Triangle, Bournemouth. 
Mironenn, Edward, 25, St. Saviour’s Road, Croydon. 
Montnevux, Walter Frank Yate, Shefnal, Salop. 
~Moopy, Henry Fred, 26, Cavendish Street, Gt. Grimsby. 
tMorean, Francis Robert, 43, Upper Baker Street, 
NW. 
tNurrietron, Charles William, 16, Winchester Terrace, 
Westminster, S.W. 
Norris, Joseph, Sunningdale, Surrey. 
tNorrisH, John Thomas, 9, Cuthbert Road, Brighton. 
tNurcomBe, Benj., 9, Kingswood Road, Clapham Park. 
tNuriey, Charles Vernon, 13, Dalling Road, Hammer- 
smith, 
tOupEIELD, David, Bloemfontein, Orange Free Siates, 
South Africa. 
Oriver, G., 14, St. John’s Road, Waterloo, Liverpool. 
Oxiver, John Penry, 8, Grove Terrace, Highgate Rd., N. 
tOxunTr, John Henry, Sanitary Inspector, Eastbourne. 
Orb, James, 11, Portman Street, W., (41, Upper George 
Street, W.). 
Patiiser, Christopher, Northallerton. 
¢Patmer, Henry Arthur, P. H. Office, N. Church Street, 
Sheffield. 


$44 





Le th 








. ¢Paruam, John, junr., 113, Malham Road, forest fill, 
S.H. 


¢Parsons, William, St. Luke’s Vestry Hall, City Road, 
E.C, 
tParrick, Alfred Ross, South View, Last St., Farnham. 
tParrison, William Phillip, 8, dddison St., oe 
PEARCE, George Edward, Dartford, Kent. 
+PEARSON, John, Sanitary Inspector, Grace Hill, Folkee- 
Se 
tPrmrmMan, Edward, 3, Railway St., Newport, Monmouth. 
+Parry, Arthur, 45, Townshend Road, St. John’s Wood. 
+Purry, Walter Harold, LG, Berkeley Avenue, Bishop- 
ston, Bristol. 
¢Prrrir, George Mackness, Mrederick Villa, Padua 
Road, Penge, SE. 
+Puitirps, Henry, 2, Pickard Street, City Road, H.C. 
Poors, James, 2, Trafalgar Place, Kensington. 
¢Porrur, Ben, Heathfield House, Broadway, Ealing. 
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¢Porrer, Thomas Wickford, Hstate Works, Thoresby 
Park, Ollerton, Notts. 
¢Poutson, Frederick Thomas, 11, Hobury Street, Chelsea. 
Powe, David Henry William, Surveyor, Pontypool. 
tPratt, Joseph, 12, Kirkdale, Sydenham. 
+PRass, William James, Rose Villa, Abingdon Street, 
Burnham, Sonera. 
Proesr, J ohn L., 11, Cwrtiy-vie Road, Penarth, Cardiff 
tRarns, Joseph, Kettering. 
“RANDLE, ‘William Thomas, Head Inspector, Karachi, 
ign 
{REAVELL, George, Jun., Alnwick, Northumberland. 
¢Ricuarps, Daniel, 3, Spencer Street, Park Road, 
Battersea 
tRoBeRtsoN, John Shirras, 4, Belmont Street, Aberdeen. 
tRopinson,: John, 79, Lavender Road, Clapham 
Junction. 
tRoaurs, Richard, Maes Helew, Carnarvon. 
tRuscoz, Ernest Henry, 6, Great Castle Street, Regent 
Street, W. 
tRyprer, Albert Thomas, Dudley Villa, Foster Hilt 
ftoad, Bedford. 
{SADLEIR, Richard J., 6, Cornford Grove, Balham. 
tSarsg, Alfred John, Fshponds, Stapleton, Bristol. 
tSatrer, Thomas, 2, King’s Road, St. Leonards-on-Sea. 
{tSaunpDERS, Perey, 29, The Drive, Thornton Heath. 
¢Savory, Charles, 6, Holford Place, W.C. 
SEDEWICK, Sydney, 10, Mortimer Street, Cavendish 
Square, W. 


_ SEVENOAKS, William, Acre House, Windsor. 


tSHapRAKE, W. A., 8, Hind Street, Stainsby Road, 
Poplar, EH. 
~SHaw, Peter, Selham Cottage, Selham, Petworth, Sussex. 
tSuexpon, W. E., The Croft, Wantage, Berks, 
+Snorz, Ambrose J., 68, Adys Road, Kast Dulwich. 
tSHort, James Allen, 4, Vronhill Street, Liverpool. 
{SrpwELL, Henry Thomas, Hlm Cottage, Herne Bay, Kent. 
t~Simmons, Nimrod, Glendale, Clifton, Bristol. 
Simpson, John Thomas, 28, King’s Road, Peckham. 
tSrmeson, John, 30, Belmont Street, Aberdeen. 
SLATER, Robert, Headingley Hull, Leeds, 
tSteatuH, Frederick Edward, 60, Great Prescott Street, 
W hitechapel. 
tSmiru, George Allen, Frasteas Hall, Hampstead. 
Suri, Joseph Sidney, 73, Elm Park, Briaton Hill, SW. 
SMITH, Sydney, Dorset Cottage, Hastings Road, Bewhill. 
tSmairu, W. H., 60, Alma Vale Road, Clifton, Bristol. 
tSopgr, Henry Charles, 108, Park Street, Camden Town, 
NeW, 
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{SortTWELL, W., 14, Retreat Place, Paragon Road, Hack- 
ney, E. 
SourHport, The Mayor and Corporation of. 
tSrantey, A. W., 12, Midland Street, Hull. 
{SrEErs, George, 21, Brereton Road, Bedford. 
Stevenson, John, Surveyor’s Office, Hast Molesey, 
Surrey. 
STRATFORD, George Wilkin, 126, Vaus«hall Street, 
Upper Kennington Lane. 
tStrourr, Thomas Frederick, 5, Tavistock Street, Covent 
Garden, W.C. 
{SUTHERLAND, Walter, 8, Voelas Street, Liverpool. 
tSurrne, Alfred, Manor Square, Otley. 
tSYDENHAM, Sydney, 37, Broad Street, Bath. 
+Tart, James, Roslyn Place, Dean Street, Kilmarnock. 
tTarn, William, 77, Glengall Road, Kilburn. 
¢Taytor, Henry Thomas, 10, Higham Sireet, Everton, 
Liverpool. 
+Taynor, James, 17, Oxford Street, Hereford. 
+Tayior, James, 10, Mount Pleasant, Waterloo, Liver- 
ool. 
eneee ae William Herbert, Scarborough. 
tTuomas, George, Royal Engineers’ Office, Preston. 
tTHomas, Thomas, 4, Chandos Road, Redland, Bristol. 
tTvomas, W. K., 16, Berkeley Place, Clifton, Bristol. 
THompPson, Bernard H., Royal Engineers’ Office, Windsor. 
¢THorn wey, William Frederick, 5, Napier Villas, Napier 
Road, Southsea. 
tTnHorps, James, Hobson House, Tytherington, Macclesfield. 
tTomxins, Alfred, 62, Church Street, Camberwell. 
tTrie¢, Henry John, South Hayling, Hants. 
Tuckny, George F., 47, Milk Street, Bristol. 
TunsTaLL-CiarKe, William, 18, Holly Avenue, New- 
castle-on-Tyne. 
¢Turner, Altred, 33, Wordsworth Road, Penge, S.E. 
Veaszy, Thomas Frederick, aAssoc.M.INST.C.B., 2, Cla- 
rence Terrace, Richmond, Surrey. 


Waker, Francis, 18, Mardall Street, Shepherd’s Bush, 
W. 


Wautace, Miss J:, 6, Hyde Park Gardens. 
Watuas, Irwin Clarke, 37, Torbay Road, Willesden 
Lane, N.W. 
Watts, Thomas Wilkinson, Surveyor, Louth, Lincoln. 
tWansBrouen, Cecil Shartman. Arlington Villa, 
Barrow-in-Furness. 
Warts, George Nelson, 147, High St., Notting Hill, W. 
Warts, Gerald, 7, Karl Street, Cambridge. 
tWarrs, William Frederick, Bitterne, Southampton. 
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+Wess, James A., 1, Stanley Villas, St. Marks Road, 
Hanwell. 

tWeexs, Alfred James, 140, Lavender Hill, Clapham 
Common. 

tWeus, G. F., 37, Prospect Street, Hull. 

Wueeter, John, M.D., 35, Oxford Road, Kilburn, N.W. 

¢Wixinson, W., Lord Street, Derby. 
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Medal, Sanitary Institute, 1890. 


BURROUGHS, WELLCOME & OO., 


@RLanufacturing Grhemists, 


SNOW HILL BUILDINGS, 
LONDON, E.C, 


Laboratories : Dartford, Kent, England. 










































































































































































=== = OB. WW. & Co. manufacture only New and 
B. W. & 0o.'s Offices and Warehouses, IMPROVED forms of Chemical, Pharmaceutical 
BSTC COREE and Sanitary Products, and are the sole 
makers of the Original and Genuine ‘‘Tasnorps” of Compressed Drugs, as 
prescribed by the Medical Profession throughout the world, and as supplied 
to H. M. Sranney and other great Explorers and Travellers (vide ‘ The 
Congo,” vol. ii., pages 225 and 327; “In Darkest Africa,” vol. i., chap. 1., etc.) 
The Editor of the British Medical Journal writes (July 12th, 1890), re 
Stanley’s Medicine Chest, as follows: ‘Surgeon Parke has personally 
informed us that the concentrated preparations and ‘ TaBnorps’ retained 
their efficiency throughout the whole journey, and were of the utmost 
value by reason of their efficiency and portability.” 
B. W. & Co. make a speciality of Purz, Portanie, and Patatasie Drugs 
and Outfits for Ships, Exploring Expeditions, Missionaries, Planters, Mining» 


Companies, Caravans, etc. 
Certificate of Merit Sanitary Institute, 1889. 


THE SOAP OF TO-DAY. 


Ir should be borne in mind that VINOLIA SOAP is the product of to-day, that it embodies 
all the more recent scientific advances in the manufacture of Soaps, and further that it has 
received the unqualified approval of medical and other scientific men, as well as of the 
lay and scientific press. The favourable reports upon it are not of yesterday, and do not apply 
to a leading product of years agone, but are alive with the scientific spirit of to-day, and 
represents the highest opinion on recent achievements in Soaps. What more could be asked ? 

















The British Medical Journal: ‘‘‘ Vinolia’ Soap is of unquestionable excellence, and is much in 
favour with the profession.” 

The Lancet: “No free Alkali, a distinct excess of free fat, odour delicate, an article of excellent 
quality.” 

The Chemist and Druggist: ‘‘An ideal Soap, delightfully perfumed, and the skin has a velvety 
feeling after washing with it.” 

The Hospital Gazette: ‘We have tried ‘Vinolia’ Soap, and can certify that it is bland and 
unirritating, even to the most delicate skin.” 

The Medieal Press and Circular: ‘Deliciously scented, and gives a good smooth lather. 
Bland and unirritating.” 


The Queen: ‘Excellent from its purity, lathers freely, and is very lasting.” 


VINOLIA SOAP. 


PRICES :—Vinolia Soap, Floral, 6d., Balsamic, 8d., and Otto of Roses, 10d. ; 
Shaving Sticks, 1s., 18. 6d., and 2s. 6d. ; Flat Cakes, 2s. ; Vinolia and Vinolia 
Powder, 1s. 9d., 3s. 6d., and 6s. each per box. 


BLONDEAU ET CIE, Ryland Road, London, N.W. 


Z 








Medal, Sanitary Institute, 1879. 


GOLD MEDAL, PARIS EXHIBITION, 1890. 
AND SEVENTEEN OTHER GOLD, SILVER, & BRONZE MEDALS. 


W™. WOOLLAMS & OO., 


ORIGINAL MAKERS 


WALL PAPERS 


Guaranteed. Free from Arsenic, 
TO BE OBTAINED OF ALL DECORATORS AND CONTRACTORS. 


—L LL LLL OO eee 


SPECIAL FACILITIES for PRINTING ARCHITECTS’ PRIVATE PATTERNS. 
Non-Arsenical Colors for Decorative Distemper Work. 


Agents for and Printers of 
IME es Shs) pA LoD ACTIVE, Eat dA TG hy" 
PRIVATE. DESIGNS IN WALL AND CEILING PAPERS: 


SOLE ADDRESS: 


| 110, HIGH STREET (Near Manchester Square), LONDON, W. 


cS Messrs. WM. WOOLLAMS & CO. specially desire to 
caution Architects, Sanitary Inspectors, and the Trade against 
Pattern Books closely resembling ther own in general appearance, 
and invite attention to their Sole Address, and “ Trade Mark,” 
a bale of “ Wool” and two “ lam(b)s” suspended, which affor ds 
a certain means of identifying ther patterns. 


PATENT VICTORIA STONE, 


Established 1868. Registered Trade Mark, “ VICTORIA STONE.” 


es 
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BRONZE MEDAL: Sanitary Exhibition, 1883. 
The one Medal at the International Health Exhibition for Artificial Flag Stone, 1884. 
The only Medal for Artificial Stone Paving at the Leicester Exhibition, 1885. 
GOLD MEDAL: International Exhibition, Crystal Palace, 1884. 
GOLD MEDAL: Building Trades Exhibition, 1886. By Appointment to the Health Exhibition, 1884. 
GOLD MEDAL: International Exhibition, Alexandra Palace, 1885. 
Diploma of Honour International Fisheries Exhibition, 1883. 
By Appointment to the Royal Agricultural Society. 





lit HAS (BEEN OSE D VIN, TLE EE ARGIES TL. 


ASYLUMS, SCHOOLS AND BARRACKS 


In England for Landings, Steps, Sills, and Heads. 
AS PAVING it has stood the test of 21 years’ traffie in London. 


INDURATED CONCRETE SLABS & IN-SITU PAVING. 


In view of the extension of powers under the Local Government Acts to comparatively rural districts, the Company 
manufacture, on a large scale, cheap and useful first-class Concrete Paving, and laying Paving 27 sé, in order to meet the 
requirements of places where traffic is less severe, and where the first cost is of importance. 


PAVING ON DEFERRED PAYMENTS EXTENDING OVER TWENTY YEARS. 





Laid on London Bridge, where the foot traffic exceeds 80,000 Passengers 
per day—the heaviest traffic in the world. This Pavement will last a Century 
in ordinary Suburban Roads. 


THE PATENT VICTORIA STONE Co., limited. 


SECRETARY AND ManacgeR—Mr. HARRY ROGERS, 
OFFICES: 283a KINGSLAND ROAD; 


Works, Stratford Bridge, Essex : and at Groby Quarries, near Leicester. 





Medal, Sanitary Institute, 1890, 


pes Jo Owners of Property, Architects, &c. 


In order to ensure the BEST RESULT and INCREASE IN LETTING VALUE OF 
BUSINESS. PROPERTY, it is of the utmost importance that 


HAYWARD’S 


Patent SEMI-PRISM LIGHTS 


should be clearly and distinctly specified, otherwise inferior imitations might be 
employed, which will cause disappointment 



























































































































The Illustration shows how Basements and Cellars can be converted into valuable 
Business Premises by using 


HAYWARD’S PATENT PAVEMENT LIGHTS, 


THIRTEEN MEDALS 
AWARDED. 








es H. B. & E. will always give advice 
for Improving Basement or other Property, 
without charge. 


By their assistanee first cost is often reduced 
and a practical result obtained. 








Extract from the ““WAREHOUSEMEN and DRAPERS’ TRADE JOURNAL.” 

““We have been asked to give an opinion respecting Hayward’s Patent Pavement Lights, 
for illuminating basements, &c. Having them fitted to the basement of our own offices, we are enabled to 
say they are really what they profess to be. But surely evidence of their value and popular appreciation is 
not seriously questioned, seeing that nearly one-fifth of the basements in our principal business thorough- 
fares are now lighted with them. In addition to comfort afforded within, we look with special favour upon 
their external appearance,—as also must the tradesmen,—for, however tempting the array of goods, one 
could not, in the reign of the old area grating, get sufficiently near to admire them.” 


ESTIMATES ON RECEIPT OF PARTICULARS. 


HAYWARD BROTHERS & ECKSTEIN, 


ENGINEERS AND IRONFOUNDERS, 
187, 189, 191, 193, UNION STREET, BOROUGH, London, S.E. 





W. CLEMENS ABELL & CO., 


WORCHSTHR WAGON WORKS, WORCESTER. 


(ESTABLISHED 1867.) 
Builders and Repairers of Railway Wagons. 
IRON & BRASS FOUNDERS, 
SANITARY & GENERAL ENGINEERS & CONTRACTORS. 


MAKERS OF 
Carts, Trollies, Vans, Spring Carts and Vans, Dog Carts, 
Pony Carts, Milk Carts, &e. 





BRASS ‘AND IRON FOUNDERS. 


SEND FOR PRICH LIST. 





SANITARY AND GENERAL ENGINEERS. 





THE WORCESTER IMPROVED 
STREET WEEPING MACHINE. IMPROVED TUMBLER CART. 


For Sanitary and other purposes. 





























































































































Silver Medal, Walealh, 1689, The Certificate of Merit of the Sanitary 


The Medal of the Sanitary Institute, 1889, Institute, 1889 and 1890. 
and Prize Medal, 1890, 


THE WORCESTER st HYDROSTATIC VAN. 












































The Certificate of Mott, Sanitary Institute, 1890. 
Can be had either on 2 or 4 wheels in various sizes, and also with flushing valves. 
' Can be fitted with Abell’s New Patent Triple Distributor, and Enoch Patent Air Pipe. 
Will maintain a spread of 22 ft, till the water is exhausted, 


Tip Wagons and Carts for collecting Refuse, &c. 


FOR HOME AND EXPORT, 


JEWSBURY & BROWN’S 


(MANCHESTER) 


SPARKLI WATERS 


Unrivalled for aoe and Quality. 
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CERTIFICATE OF MERIT AWARDED BY THE SANITARY INSTITUTE FOR SELTZER WATER. 


Extract from Analytical Report. 
“THE Owens Contec, Mancunster, August 30th, 1889. 


‘‘The examination of all these Waters and Beverages has completely 
satisfied me that they are of the highest attainable standard, and it may be 
safely asserted that Messrs. JEwsspury & Brown still continue, as they have 
so long done, to excel as regards purity, flavour, and careful preparations.” 


(Signed) WATSON SMITH, F.C.S., F.I.C., 


Vice-Chairman of the Chemical Section, Member of the Hxecutive Committee 
and Council of the late Royal Jubilee Exhibition, Manchester, 1887 ; 

Lecturer in Chenucal Technology in the Owens College, Manchester, and the 
Victoria University ; now 

Lecturer in Applied Chemistry in University College, London ; 

Editor of Journal of the Society of Chemical Industry, &c. 





The above Waters are supplied in Syphons, ordinary Bottles, and Half-Bottles. 

J. & Bs Syphons are mounted with Pure Block Tin, thus ensuring absolute 
immunity from dangerous metallic contamination. 

Norr.—All corks are branded with name, each Bottle and Syphon bears Jewsbury 
and Brown’s Trade Mark in the glass, also their Label, without which none is genuine. 

Price Lists and Analytical Reports sent free to any address, or may be had ae 
their numerous Agents. 


Certificate of Merit Sanitary Institute, 1889. 


“St. Bede Disinfectant.” 


(PATENTED. REGISTERED.) 


A REAL 
DISINFECTANT! 


Used by Medical Officers 
of Health. 
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REPorRT BY Dr. EDWARD SEATON ON THE “St. BEDE DISINFECTANT.” 
31st July, 1889. 


Since it became established that the Per-Chloride of Mercury in the presence of a free acid, 
or its equivalent, was by far the most efficacious disinfectant, medical practitioners generally, 
and especially those who have to do with the prevention of fevers, have felt the great want ofa 
convenient preparation which would contain the Per-Chloride of Mercury in the necessary 
strength together with a free acid, or its equivalent; and which would at the same time be in 
such a form as could be safely entrusted to Fever Nurses, Sanitary Inspectors and others by 
whom the processes of disinfection are usually carried out. 


Such an article has now been prepared by the St. Bede Chemical Company. It is in the 
forms of blocks, each weighing an ounce, and each containing 17°5 grains, or 4 per cent. of Per- 
Chloride of Mercury. The block is composed mainly of anhydrous sodium sulphate (392°4 
grains), with which is combined 24°5 grains of sulphuric acid; the acid sulphate thus formed 
appearing to act like a free acid, and to give to the Per-Chloride of Mercury its full disinfecting 
or germ-destroying power. The block contains also 2°2 grains of eucalyptus and thymol and ‘9 
grains of indigo, so that when dissolved it has a strong, but pleasant, smell and a bright blue 
colour. I have had several of these blocks submitted to me for analysis, experiment, and report. 
I find the proportion of the Per-Chloride of Mercury in each to be as stated, viz.,4 per cent., or 
17 grains in the ounce block. ‘The block is rather slowly soluble in a quart of water. The 
resulting blue solution is described as a very strong disinfectant. In order to test this I have 
made experiments in conjunction with Dr. Klein, to ascertain the effect of the solution on 
certain well known organisms which have been proved to be pathogenic or constantly present in 
zymotic diseases. The tests were made with the bacilli and spores of anthrax, also with the 
organisms present in cases of cholera and enteric fever. On adding three drops of the culture 
fluids of these organisms to three cubic centimetres of the blue solution, consisting of one block 
dissolved in a quart of water, the organisms were destroyed after only five minutes’ exposure. 
This is a very severe test and shows that the blue solution is a very strong disinfectant for 
infected linen, blankets, &c. We further tested its power of disinfecting the evacuations of 
enteric fever and cholera. Sterilised fecal matter in a fluid condition was inoculated with as 
much as one-seventh part of the culture fluid of the organisms present in enteric fever. To 
this mixture was added an equal quantity of the blue solution, and five minutes was found to be 
sufficient to destroy the organisms. I have also tested its antiseptic powers by dissolving 
blocks in putrescible fluids, and I found that one block dissolved in twenty-five quarts of a 
putrescible fluid, retarded decomposition five days; and that when dissolved in twelve and a 
half quarts, there was no sign of decomposition in the putrescible fluid after eight days. I 
further tested its power as a deodorant by noticing its effect upon heaps of fish refuse mixed with 
other decomposing animal and vegetable matters, and I found the solution was an excellent 
deodorant. 


The preparation called the ‘‘ St. Bede Disinfectant’ has most powerful disinfecting and 
antiseptic properties, and is also a valuable deodorant, At the same time its colour and smell 
are quite sufficient safeguards against the possibility of its mistaken use. I have therefore 
no hesitation in strongly recommending it on public grounds. 


(Signed) EDWARD SEATON, ™.D., F.R.C.P., 
Fellow of the Institute of Chemistry. 
Medical Officer of Health for Chelsea. 
Lecturer on Sanitary Science and Public Health, St. Thomas’ Hospital, London. 


Tuer DETAILS OF THE EXPERIMENTS REFERRED TO IN DR. SEATON’S REPORT ARE AS FOLLOWS :— 


The “ St. Bede Disinfectant’ was now In solution, one block being dissolved in one quart 
of water. 

1.—The ‘‘killing power,” i.e., the power to kill microbes, was tested on the following 
microbes: (4) bacillus anthracis without spores, (Bn) spores of bacillus anthracis, (c) the 
comma-bacillus found in Asiatic cholera, (p) the bacillus found in human typhoid fever. 

Of normal cultivations in broth of these several microbes, about three drops were added to 
about three cubic centimetres of the disinfectant solution, well mixed, and after the lapse of 
five minutes, one to two drops of the mixture were added to tubes containing about 10 c.c. 
normal sterile beef broth; for control similar normal sterile beef broth was inoculated ‘with a 
mere trace of the same culture fluids used for the above experiments. All broth tubes were 
placed in the incubator at 37° C., while all the control tubes showed already after twenty-four 
hours’ copious typical growth of the several microbes, the others were perfectly clear and 
remained so afterwards. It follows from these experiments that five minutes’ exposure of 
bacillus anthracis, of spores of bacillus anthracis, of the choleraic bacilli, and of the typhoid 
fever bacilli to the ‘‘ St. Bede Disinfectant” solution is sufficient to kill these microbes. 

2.—An important and extremely severe test of the killing power of the “St. Bede Disin- 
' fectant”’ solution was made in the following experiments :— 

To normal human fecal matter in thick solution, previously sterilised and contained in test 
tubes, was added a certain quantity of normal culture fluid of the choleraic bacilli and of the 
typhoid fever bacilli respectively, about one-seventh of the culture fluid being added to six- 
sevenths of the fecal solution. After mixing well the disinfectant was added to each of the 
fecal mixtures in equal proportions, so that each of the test tubes contained } of the fecal 
matter plus culture fluid, and 4 of the disinfectant. After five minutes a number of test tubes 
containing sterile beef broth, as in the former series, were inoculated with a drop or two from 
these fecal mixture tubes, then placed in the incubator and kept at 37° C., but no growth 
appeared in them and the fluids remained sterile. At the same time that the above experiments 
were made, control broth tubes were inoculated with a trace of the fecal solution after the 
addition to them of the culture fluids, but before the addition of the disinfectant, these control 
tubes were also placed in the incubator and kept at 37° C., they all showed abundant normal 
growth after twenty-four hours of the choleraic bacilli and of the typhoid bacilli respectively. 

(Signed) E. KLEIN, .p., F.R.8., 
Professor of Bacteriology at the College of State Medicine, London. 





LABORATORY AND Assay OFFICE, 
75, Tox S1pE, NEwcasTLE-upon-TyYnE, 
July 6th, 1889, 
T hereby certify that I have analysed a sample of the ‘‘ St. Bede Disinfectant,” manufactured 
by Messrs. The St. Bede Chemical Company (Limited), Newcastle-upon-Tyne, and that I find it 


econtains as follows:.. 
Per-Chloride of Mercury .. a os Ss 4°01 per cent. 


Free Sulphuric Acid .. ss ae ap oe 4°10, 
Sulphate of Soda ae ae oo Be eo SOO) 5 
Sulphate of Lime .. ss 3 es Ke SON) eo 


Oxide of Iron, &c.  .. a's “ “ “ Ones . 
Chloride of Sodium .. fe ES ar = OD NY 55 
Insoluble Siliceous Matter .. + a < O24 ,, 
Thymol, Eucalyptus, Indigo, and Water .. a 262... 





100°00 








The principal active ingredient of this disinfectant is Per-Chloride of Mercury (corrosive 
sublimate) which is known to be the most certain and powerful destroyer of disease germs, 
When the ‘‘St. Bede Disinfectant” is dissolved according to the instructions given it forms a 
solution of the strength and character recommended by Dr. Buchanan, the Medical Officer of 
the Local Government Board, as being effective as a disinfectant. It is prepared and packed 
in a form which makes it convenient and easy to be used. 


(Signed) JOHN PATTINSON, F.L.C., F.C.S., 
Public Analyst for Newcastle-upon-Tyne. 


SPECIAL TERMS FOR LARGE QUANTITIES. 
Che St. Hede Chemical Company, Limited, 
NEWCASTLE-UPON-TYNE. 








Certificates of Merit Sanitary Institute, 1890. 


BURN & BATLITHS 
Patent ‘‘ECLIPSE” DRAIN-TESTING APPARATUS. 


We guarantee this to be the only Smoke Generator, of any description 
whatsoever, which applies a positive test to Drains. 
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BURN & BAILLIE’S j 


PATENT 


LAVATORY BASINS. 


Overflow grating made to lift out, overflow 
pipe may thus be cleansed with facility, and 
the generation of bad smells be prevented. 
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Price, in Slate, as shown, exclusive of 
woodwork, £8 7s. 6d. each. 


LONDON :— 


Newcastle Street, Farringdon Street ; 
and HDINBURGH. 


BURN & BAILLIE'S IMPROVED EXPANDING PLUGS. 
FOR DRAIN-THSTING, &c. 
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THESE are very convenient for plugging up drains and for testing either with 
water, smoke or other tests. Instead of having a bolt and nut by which to draw 
up the flanges a brass tube and nut are used, to which an india-rubber tube can 
be very readily connected. 

Supplied in sets comprising two sizes of brass flanges and six moulded india- 
rubber rings (with which any sized pipe, from 3 in. to 64 in. diameter may be 
plugged) and one test cock. 


PRICE, per set, 34s. 9 in. expanding plug with test cock, 20s. 


LYON’S PATENT STEAM DISINFECTOR. 


For purifying clothes, bedding, mattresses, bales of rags, furniture, documents, &c. 
Disinfects any articles placed within it by subjecting them to dry superheated steam 
under reguiated pressure. It is made in two forms—one for fixing in a building, and 
the other portable. It has been subjected to the most severe practical tests and has 
been found to insure absolute disinfection. It saves time, does not affect the colors 


of the goods, makes no offensive smell, and avoids all risk of burning. 


The exhaustive series of trials conducted by Dr. Parsons, of the Local Govern- 
ment Board, show clearly that of the various classes of Disinfectors used, Steam 
Disinfectors are the best, and Lyon’s is the best Steam Disinfector. 


This Apparatus is now adopted by H. M. Government and the leading Medical 
Institutions, and its use is rapidly extending everywhere. 


(Medals, Sanitary Institute, 1885, 1889, 1890.) 


“THE DESTRUCTOR.”’ 


(FRYER’S PATENT) 


For the reduction and purification of the waste products of towns by fire. Involves 
no expense for fuel, yet the heat of the furnaces is utilizable for raising steam for 
manufacturing purposes, and the ashes (hard clinker) are saleable. This is the most 
satisfactory, and, in many cases, the only method of safely disposing of towns’ refuse. 
It is now adopted with uniform success in the principal cities and towns in the 
country. : 


THE *“‘FUME CREMATOR.’? 


(JONES’ PATENT) 


For burning the gases from “The Destructor” and other furnaces, and rendering 
them inoffensive as well as innocuous. 


(Medal, Sanitary Institute, 1889.) 


IMPROVED FILTER PRESSES. 


For separating the solid portion of sewage sludge and pressing it into cakes. 
(Medal, Sanitary Institute, 1889.) 


FIRMAN’S DRYING AND RENDERING APPARATUS 


JOHNSTONE’S DRYER: 


For drying fish, offal, blood, waste animal matters, excreta, &c., and reducing them 
into saleable products. 


(Medals, Sanitary Institute, 1882 and 1887.) 





For full information, apply to the Sole Makers, 


MANLOVE, ALLIOTT & Co., Ld., 
ENGINEERS, 


NOTTINGHAM. 
LONDON, GLASGOW, MANCHESTER: 


Medal of the Sanitary Institute, 1885. 


STE BES” EE. iz. 
NON-POISONOUS. 


In use in the majority of Institutions and by Sanitary Inspectors, &e. 
bag ) Ss” ce 
J EY E oe Certificates Awarded 
FLUID ee 
| | Sanitary Exhibition 


other Awards. THE BEST | 
-DISINFECTA NT. (Worcester). 





44 Prize Medals 


AND 





SANITARY POWDER. DISINFECTANT SAWDUST. 
bees SE sh SOAPS. a SOAPS. 
(White Brown 


JEYES’ AUTOMATIC DISINFECTANT DISTRIBUTOR. 


(Flanders’ Patent.) 
A most ingenious Machine for use in Water-waste Preventers and Public Urinals. 


Samples, and all particulars to Surveyors and Sanitary Inspectors, on application. 


JEYES’ SANITARY COMPOUNDS GOMPANY, Limiteo, 


Head Office—43, CANNON STREET, LONDON, E.C. 


GAINED THE AWARD OF MERIT 
SANITARY INSTITUTE, 1890. 


MOSS FLOWER’S 


PATENT APPLIED FOR 


Adjustable Gradient Indicator, 


For laying down Gradients, & ascertaining the rate of Inclination of existing Gradients. 


For Architects, Surveyors, Civil, Sanitary and Mining Engineers, Builders, Sanitary 
Inspectors, Clerks of Works, and others. 


Indispensable in the Construction of Sewerage, Dr nase: Water Works, Railways, 
and in Mining Operation 
Supplied to Board of Works, ipeiana: Boroughs of Bradford: Blaekburn, West Bromwich, 
Rochester, Vestry of Chelsea, Sandgate Park Colliery Co., etc., etc. 
Testimonials and recommendations as to the utility of the instrument are somtnuaily arriving. 








































































































FOR PRICE LIST, APPLY TO 
Te AAW) cutee OOS Bi See en Vi ee, 


Consulting Sanitary Engineer and Surveyor to the agra} Clifton, ant Western 


Counties Sanitary Survey Association, LIVERPOOL CHAMBERS, BRISTOL. 


NOTICE TO STEAM USERS. 





WE GUARANTEE— 


lst.—'To increase the production of steam from 
20 to 50 per cent. per boiler, according to 


circumstances. 


2nd.—To prevent all black smoke. 
Srd.—To effect such economy in the cost of fuel 








C 9 
wr aN 


MANCHESTER.I882. 
ONLY GOLD MEDAL, 





¢/7 
or 


YORKSHIRE, 1887, 


HIGHEST AWARD, 


BOLTON,18 87, 









: cobs LTT 
AiR SE < Co Mare >> 
Sy Daal 2 Se, 
~ SS fant 3h 








as will pay 20 to 50 per 
cent. on the outlay, accord- 
ing to circumstances, in 
all cases where our Gold 
Medal Stoker and Camel 
Furnace is adopted. 








No other Stoker or 
Furnace combines these 
three points. 


This is the first suc- 
cessful Shovel Stoker in 
the market; the distribu- 
tion of the fuel cannot 
be equalled by any other 
system, as evidenced by 
our having’ | 

WON EVERY 
COMPETITIVE TEST 
at which both makers 
were represented. 





Ei? BENNIS & Co., Ltd, 


LANCASHIRE STOKER WORKS, BOLTON. 


us CATs iS ee BD): vos. 





London, 1862. | Gold Medal, Liverpool Exhibition, 1886. (Paris, 1867. 
Paris, 1878—Three Medals and Honourable Mention. 


International Health Exhibition, London, 1884—1 Gold, 
3 Silver, and 2 Bronze Medals. 


Medals Awarded at Sanitary Institute Exhibition, Brighton, 
Worcester, York, and Glasgow. 


JOSEPH CLIFF & SONS, 


(Incorporated with the LEEDS FIRE CLAY C0., LIMITED) 


WORTLEY, LEEDS. 


IMPERIAL PORCELAIN WARE.—BATHS, SINKS, &c. 
Glazed Bricks, White and all Colours. 
Wortley Faience, for Panels, Dados, Hearths, &c. 
Hall’s Patent Hanging Tiles, Glazed, in all Colours. 


FIRE CLAY, BRICKS, AND FAIENCE. 
White Enamelled Fire Clay Sinks. 
Beancliffe Disconnecting Traps. 
3 Urinal Base, White Enamelled Urinal Channels. 


Stokes’ Gully. Simplex Reversible Gullies. 

Yorkshire Salt Glazed Sinks. Imperial Slop Sinks. 

Nursery Baths. Roman Baths. Porcelain Baths. 
&c., &c. 


Telegraphic Address— ‘ HONdON Offices and Depots: — Telephone 
**Cliffs, London.” (Mr, PHILLIP. CHEEK, Manager), 4,631. 


BALTIC WHARF, WATERLOO BRIDGE, 5.£., 
2 and 4, WHAREFS, G. N. GOODS STATION, KING’S CROSS, N. 


Liverpool: Leeds: 


LIGHTBODY STREET. QUEEN STREET. 


SOLE MANUFACTURERS OF 
POTTS’ PATENT EDINBURGH TRAPS & ELLISON'S PATENT AIR BRICKS. 


Cecil Porcelain Slop Sink and Gulley Traps. 
WINSER’S CHANNEL BENDS AND TRAPS FOR MAN-HOLES. 


BUCHAN’S gam PATENT 
Nanitary 4s Appliances. 


(The Best in the Market. In use all over the World.) 


DISCONNEGTING DRAIN TRAPS, GREASE TRAPS, AGCESS PIPES, 
ANTI-BELL TRAPS, VENTILATORS, &c. 


In the articles on “ Sewerage” and “ Ventilation” in the new edition of the ENcyc1o- 
PMHDIA BRITANNICA, Buchan’s appliances are illustrated and recommended. 





Illustrated Price Lists Free from 


W. P. BUCHAN, RiP, M.S.A, Assoc.SanInst., 


President of the Sanitary and Social Economy Section of the 
LOT, Philosophical Society of Glasgow. 
Visa “HSS Author of the Text Books on ‘ Plumbing” and “ Ventilation,” 
Ap . 5 Nos. 191 and 271 of Weale’s Series. 


bs, ? Sanitary & Ventilating Engineer, f 
/ 2], RENFREW STREET, \ 
GLASGOW. 


sa eee ee 
PATENT QUICK FILLING BIB & OTHER VALVES 


FOR HIGH AND LOW PRESSURE WATER. 
Approved by the New River and other Water Companies. 17,000 sold. 


PATENTED IN ALL THE PRINCIPAL FOREIGN COUNTRIES. 











Awarded Certificates of Merit for Bib Valves for Hot or Cold Water, by The Sanitary Institute. 
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Full Way Valve shonne Movable Valve whilst under Pressure. 


1S © bed LOU. 


These Patent Valves are strongly made, and consist of a sliding or swinging valve in a chamber covered 
with a screwed cap or nozzle, the unscrewing of which facilitates the removal of the inner valve, and the 
insertion of new Asbestos or Metal Discs, when necessary, a work of the greatest simplicity and ease. 


H. TROTT, Engineer, &c., 
75, 77, & 79, High Street, Battersea, LONDON, S.W. 
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